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I 

Der vorliegende Katalog soli alien Entwlcklern. Konstrukteuren und Interessenten 
elnen Uberblick uber unser Fertigungsprogramm fur Senderohren geben. 

In der Einfuhrung werden Aufbau, Wirkungsweise und Verwendungszweck dieser 
Rohren kurz erldutert. AnschlieRend wird eine Erkldrung der im Katalog ver- 
wendeten Kurzzeichen gegeben. Dann folgen die ..Allgemeinen Betriebsbedingun- 
gen und Betriebshinweise“. Die einzelnen Typenbldtter geben AufschluR uber die 
wichtigsten Daten der Rohre. Sie enthalten MaBbild. Sockelschema, Betriebs- und 
jGrenzwerte sowie Kenniinien, soweit diese erforderlich sind. Dem Entwickler und 
Konstrukteur ist es dadurch moglich, die bei uns gefertigten Rohren ndher kcnnen- 
zulernen und sich ihrer bei der Konstruktion und beim Bau von Sendern und Schalt- 
^anlagen vorteilhaft zu bedienen. 

jWir mochten besonders auf die neu entwickelten UKW-Senderohren aufmerksam 
machen. die sich bereits bei der Bestuckung von UKW- und Fernsehsendern sowie 
jvon Industriegeneratoren bev^dhrt hoben. 

Doruber hinaus werden Informationsdaten von Rohren verbffentlicht, die sich zur 
Zeit noch in der Entwicklung befinden. Gekennzeichnet sind diese Rohren durch 
jelnen *), der sich hinter der jeweiligen Typenbezeichnung befindet. 

Zu Auskunften undRatschIdgen stehtdieAnwendungstechnischeVersuchsstelle unseres 
Werkes jederieit zor Verfugung. ygg pQg FERNMELDEWESEN 


The present catalogue intends to give all development engineers, designers, and 
interested persons a survey over our transmitting valve production program. 

Design, operation, and intended use of these valves are briefly described in the 
introduction. This is followed by an explanation of the abbreviations used in this 
catalogue, and the “General Working Conditions end Directions for Use“. The | 

separate type sheets give information on the main data of the valve, containing 
sketch of dimensions, diagram of base connection, operating and limit values, and 
characteristics, in so far as these are necessary. Thus development engineers and 
designers are able to obtain precise information on our volyes, and to moke an 
advantageous use of them in the design and construction of transmitters and 
switching appliances. 

We would like to draw your attention to the newly developed V. H. F. transmitting j 

valves, which have already stood the test in V. H. F. and television transmitters, as 
well as in industrial generators. 

Details concerning valves being still developed are also Issued. These are marked 
with an asterisk*) which is placed behind the respective type designation. 

For further information and advice an experienced staff of engineers of our “Anwen- 
dungstechnische Versuchsstelle** (Experimental Department for Applying Methods) 

jwill be Qt your disposal. ygg wERK FOR FERNMELDEWESEN 
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9 ! Par le present co.ologue noos 

■ ■"::;rTrc.ro:r;reni::::feL^^^^ 

■ :;;;:lt'TnT.e%oTo,o7e"^ -us .rouvez .es Conditions et .ndicot.ons de ^ 

Service g6n6roles . informent des donn^es les plus importontes des l 

j lompes. Elies comprennent le 'eiles sont necessoires. Les ] 

' ;xr:'r:“:srfr-jo;p^ 

I iv;“r:r z‘ « .. 

, Nous voulons ottirer port.culierement I Q preuves 

' a'=nr;a°"l?nitre"d“urrd-ond^s ^Itro-courtes e, de t.I.vision cinsi gue de 

i ... ‘'■;"i^T4r;r > 

I 

Le d6partement technique d our vous donner tous conseils et 

i „o„. ..... .. * “« “^“'“"erK FOR F6RNMELDEW6SEN j 

I E...co...oFo.i...Fo.o»i.»---r;x:r.'Vu ^ 

' <0. ........ '. •' 

I A continuocidn se da una e p . . ,„„Hiriones aenerales de servicio . . 

Despu6s siguen los "■ Consejos X ° I j ,qj ^(,5 importontes de la ; 

LOS iolletos de los distintos tipos dan del z6calo. los valores 

; volvula. conteniendo el croquis. « ° 7 s segOn sean necesarias. Al 

iimites y de servicio osi como las el conocer a fondo 

! 7srarv^uL^"rl:r:irt rSs ventaiosamente para la construccidn de apara- 

: ^a^urpTera^ o --ryr;'~7rL 

I nuevomente desarrollodas las cuo es j omogenerodoresindustriok^ 

eguipar emisoras de onda ultracorta y de encuentron en desar- 

Ademds se publican dotos mformotivos — de la designocibn del tipo. 

rollo.EstosvdIvulasestdnmarcadaspor ,gmpre a su entera disposicibn el 

Para cualquier informacibn X ^ 1 ° J^^^.^d^pgs.echnische Versuchsstelle) de 
Dcpartamento Tecn.co de Ensayo - ( ^ PERNMELDEWESEN 

nucstro cmpreso. 
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Doppeltetrode 
Twin Tetrode 
Lampe bigrille push-pull 
Tetrode doble 


SRS4<i51 (dhnIlchQQE 06/40) ' (4) 
(similar to QQE 06/40) 
(similaire d QQE 06/40) 
(parecido a QQE 06/40) 


Sendetriode fur Therapiezwecke SRS 358 K (TS 41 DK) * (2) 

Transmitting Triode for Therapeutic 
Applications 

Triode g6n6ratrice d fins de thdrapie 
Triodo emisor para fmes de terapia 

UKW-Sendetetrode SRS 451 (HF2815) * (2) 

V. H. F. Transmitting Tetrode 
Lampe bigrille d’dmission O. U. C. 

Tdtrodo emisor de onda ultracorta « 

UKW-Sendetriode 
V. H. F. Transmitting Triode 
Triode d’dmission O. U. C. 

Triodo emisor de onda ultracorta 

UKW-Sendetetrode 
V. H. F. Tronsmitting Tetrode 
Tdtrode d’dmission O. U. C. 

Tdtrodo emisor de onda ultracorta 


I 


SRL 351 (HF 2730) * (2) 


SRL 452 (HF 2825) * (2) 


1 I 
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UKW.Sendetrlode SRL 352 (HF 2958) * (2) 

V. H. F. Transmitting Triode 
Triode d’^mission O. U. C. 

Triodo emisor de onda ultracorta 



UKW-Sendetriode SRL 353 (HF 2780L) *(2) 

V. H. F. Transmitting Triode 
Triode d'6mission O. U. C. 

Tfiodo emisor de onda ultracorta 


UKW-Sendetriode SRW 353 (HF 2780 W) * { 2 ) 

V. H. F. Transmitting Triode 
Triode d’6mission O. U. C. 

Triodo emisor de onda ultracorta 

UKW-Sendetrlode SRL 354 (HF 2826) . *(3) 

V. H. F. Transmitting Triode 
Triode d*6mi5sion O. U. C. 

Triodo emisor de onda ultracorta 

Sendetriode SRW 356 (RS 558) * (3) 

Transmitting Triode 
Triode d’6mlssion 
Triodo emisor 


i 
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Spodetriode 
Transmitting Triode 
Triode d’^mission 
Triodo emisor 

Hochspannungs-Gleichrichterrohre 

H. F. Rectifying Valve 

Tube redresseur d haute tension 

Valvula rectificadora de alta tensibn 


SRW 357 (RS 566) 


• ( 3 ) 


GRS 251 


(AG 1006) 


• (3) 


Ubersichtstabelle 
Tabular Summary 
Tableau d’ensemble 
Sumorio 

•) Anzahl dcr Blotter 
•) Number of ibeeti 


•) Nombrc de feuille* 

•) Numero de lot ho|ai de popel 
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I 


1. Einfuhrung 


Aufbau und Wirkungsweise 

Mit der Einfuhrung des UKW-Rundfunks und des Fernsehfunks muBten geeignele 
Senderohren entwickelt werden, da die normalen GroBsenderohren wegen der hohen 
Kapazitdten und Induktivitdten fur kurze Wellenldngen nicht zu verwenden sInd. 

Die neuen UKW-Senderohren unterscheiden sich von den sogenannten GroB- 
senderohren durch kleine Abmessungen, hohe mechanische Stabilitdt und durch 
besondere Formgebung der Elektrodenanschlusse. Man ist bestrebf, die Rohren 
vollkonzentnsrh aufzubauen. d. h. alle Elektrodenanschlusse sind als konzentrische 
Scheiben Oder Ringe ausgebildet, die sehr induktions- und verlustarm sind. Dieses 
Prinzip hat den Vorzug, den Einbau der Rohren in die Sender fur hohe Frequenzen 
zu erleichtern, zumal es sich meist um konzentrische Leitungen bzvy. Topfkreise 
handelt. 

Fur kleine Leistungen werden zur Zeit vorwiegend Tetroden in Katodenbasis- 
schaltung verwendet, da diese Rohren einen gunstigen Wirkungsgrad und eine 
hohe Verstdrkung haben. Fur die Endstufen groBerer Sender v^erden im allgemeinen 
Trioden in Gitterbasisschaltung mit Druckluft- bzw. Wasserkuhlung verwendet. 
Bei dieser Schaltung wird eine nicht unerhebliche Steuerleistung benotigt, die oiler* 
dings nicht verloren geht, sondern zum groBten Teil zur Anode durchgereicht wird 
und in die Ausgangsleistung der Rohre eingeht. 

Bei Rohren mit kleiner Ausgangsleistung (bis ca. 0,5 kW) genugt im allgemeinen 
die Strahlungskuhlung, die durch geeignete Ausbildung der Anode noch gefordert 
werden kann. Bei dieser Kuhlungsart treffen Wdrmestrahlen auf ihrem Weg ouch 
die Glaswand und werden dabei teilweise absorbiert. Die dadurch erhitzte Glas- 
wand wird sodann durch die Umgebungsluft gekuhit. 

Bei Senderohren des Lang-. Mittel- und Kuriwellengebietes fur groBere Leistung. 
die am SchluB des Katalogs aufgefuhrt sind. wurden bis vor einigen Jahren die 
Anoden ausschlieBlich mit Wasser gekuhit. Dieses Kuhlverfahren wird noch bei den 
UKW-Senderdhren angewendet, jedoch sind in den letzten Johren die UKW-Sende- 
rohren mit Luftkuhlung in den Vordergrund geriickt. Die Vereinfachung der Kiihl- 
antage und die Unabhdngigkeit vom Aufstellungsort (Turm. Berg) sind fur diese 
Entwicklung ousschlaggebend gewesen. 
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Anwendungsgebiete : 

Sender-Anlagen : 

Die bereits vielseitig erproblen und sei! Jahren bewdhrten GroB-Senderohren werden 
als HF-Verstdrker, Treiber Oder Modulator in Lang-, Mittel- und Kurzwellensendern 
verwendet. 

Die neueniwickellen UKW-Senderohren haben sich neben der Verwendung als 
HF-Verstdrker in UKW- und Fernsehsendern. mil gunstigem Wirkungsgrad ouch 
in alien Stufen von Lang-. Mittel- und Kurzwellensendern durchgesctzl. 

Industriegeneratoren : 

Fiir Senderohren und speziell fur UKW-Senderohren besteht in der metallverar- 
beitenden Industrie ein umfangreiches Anwendungsgebiet, z. B. in Hochfrequenz- 
generatoren, zum Schmelzen. Gluhen, Loten, Oberfidchenhdrten usw. Auch in der 
Kunststoff-lndustrie wird HF-Wdrme, erzeugt durch Rohrengenerotoren, zur 
Behandlung von Kunstharzen. PreBstoffen. Holz usw. benutzt. 

Elektromedizinische Gerdte: 

Senderohren bis ca. 1 kW Ausgangsleistung werden in der Elektromedizin z. B. in 
Heilgerdten der Kurzwellentherapie verwendet. 

2. Erklirung der Typenbeieichnung 

Mil dem 1. Januar 1955 wurde im Gebiel der Deutschen Demokrotischen Republik 
eine einheilMche Kurzbezeichnung fur Senderohren eingefuhrt, die wir in diesem 
Kotalog angewendet haben. 

Danach bcdeulen die ersten beiden Buchstaben: 

SR = Senderohre 
GR = Glcichrichterrohre 
VR = Verstarkerrohre 
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I Der dritte Buchslabe bedeulet: 

I S = strahlungsgekuhh 

I L = iuftgekiihlt 

I W = wassergekiihlt. 

i Die erste Ziffer der folgenden Zahl gibf die Anzahl der Elektroden on. 
(Bei Doppelsystemen zwei Ziffern.) 

2 = Diode 

3 = Triode 

4 = Tetrode (44-Doppeltetrode) 

5 = Pentode 

Dio lelzten zwei Ziffern sind laufende Nummern. 

3. Erklarung der verwendelcn Kurxxcichen 

Heizspannung 

Sponnung zwischen Heizfaden und Kotode 
Steuergittervorspannung 

Steuergitterwechselsponnung (HF-Scheitelwert) 
Steuerwechselspannung (HF-Scheitelwert) 
Gitterwechselspannung zwischen den Steuergittern der 
beiden Systeme 
Schirmgitterspannung 

Schirmgittersponnung bei voller Aussteuerung 

Schirmgitterkaltsponnung 

Anodensponnung 

Anodenspannung bei voller Aussleucrung 
Anodenspitiensponnung 
Anodensperrspannung 
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Uf 
Uf k 

Ugi 

Ugl'gl ’ 

Ug2d 

U92L 

u. 

Uod 

Uq 
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Heizstrom 

Katodenstrom 

Kotodenspitzenstrom 

Steuergitterstrom 

Steuergitterstrom bei voller Aussteuerung 
Schirmgitterstrom 

Schirmgitterstrom bei voller Aussteuerung 
Anodenstrom 

Anodenstrom bei voller Aussteuerung 

Anodenruhestrom 

Anodenspitzenstrom 

AuBenv^iderstand zwischen Heizfaden und Katode 

Gitterableitwiderstand 

Anodenwechselstrom-Widerstand 

Gitterableitwiderstand (je System) bei fester Gittervor- 
spannung 

Gitterableitwiderstand (je System) bei automatischer 

Gittervorspannung 

Bremsgitterwiderstand 

Innenwiderstand 

Innenwiderstand an der Aussteuerungsgrenze 
AuBenwiderstand 

AuBenwiderstand eines Gegentaktverstdrkers zwischen 

beiden Anoden 

Steuergitterverlustleistung 

Schirmgitterverlustleistung 
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Qc 

N„ 

C*/g 

^k,q2 

^k.'a 

^gi.gZ 

Cgt ;q 

^g2/a 
Cgl I, gill 

CqI/oM 

D 

Oz 

^'g2 gi 

5 
k 

V 

A 

f 

fc 

6 

WS 


Anodenverlustleistung 

Steuerleistung 

Ausgangsleistung. Werte bei optimaler Einstellung am 
Rohrenausgang. Verluste in den Kreisen Oder Infolge 
falscher Abstimmung nicht elngerechnet. 

Kapazitat zwischen Katode und Steuergitter 
Kapazitdt zwischen Katode und Schirmgitter 
Kapazitat zwischen Katode und Anode 
Kapazitat zwischen Steuergitter und Schirmg.tter 
Kapazitat zwischen Steuergitter und Anode 
Kapazitat zwischen Schirmgitter und Anode 

Kapazitat zwischen Steuergitter des einen Systems und dem 
Steuergitter des anderen Systems 

Kapazitat zwischen der Anode des einen Systems und der 

Anode des anderen Systems 

Durchgriff 

Schirmgitterdurchgriff 

Schirmgitterverstarkungsfaktor 

Stcilheit 

Klirrfaktor 

Wirkungsgrad 

Weltenidnge 

Betriebsfrequenz 

Eingangsfrequenz 

Bandbreite 

Wcssersdule 
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4. Afigemeine Betriebsbedingungen und Betriebshinweise 



Die angegebenen Daten, mil Ausnahme der Grenzwerle, sind Mittelwerte. 

Mil entsprechenden Slreuungen urn die Mittelwerte muR gerechnet werden. Die 
Nennwerte der Heizung sind einzuhalten. Durch Netzspannungsschwankungen und 
Schaltmittelstreuungen dorf bej thorierten Wolframkatoden die Heizspannung 
hochstens • 3%, bei Oxydkotoden hdchstens ■ 5% vom Nennwert abweichen. 

Die Grenzwerte diirfen mit Rucksicht auf die Betriebssicherheit Und die Lebensdauer 
der Rdhre unter keinen Umstdnden uberschritfen werden. 

Bei Uberschreiten der Grenzwerte bzw. Nichteinhalten der Betriebsbedingungen 
erlischt jeder Garantieonspruch. 

Die Temperatur am Kuhikorper der Rohre darf nicht mehr als 250 C betragen. 

Die Temperatur an den Glas-Metall-Einschmeizungen darf 180"' C nicht ubersteigen. 
Die Uberwachungen dieser Bedingungen kann durch Thermoelemente, Thermo* 
I sicherungen Oder durch temperaturempfindliche Farben erfolgen. 

Bei Unterschreiten der erforderlichen Kuhiluft- bzw. Kuhlwassermenge mussen 
Anodenspannung, Schirmgitterspannung (wenn vorhanden) sowie Heizung auto- 
matisch abgeschaltet werden. 

Die Kuhiluft muB durch ein Filter gereinigt werden, da sich sons! Schmutzschichten 
an den KuhlFlugeln absetzen. 

Alle Anschlusse der Elektroden mussen flexibel sein, damit keine mechanischen 
Spannungen an den Glas*Metalt*Etnschmeizungen auftreten konnen. 

EineEinrichtung im Sender soli verhindern, doBAnoden undSchirmgitterspannungen 
an die Rohre gelegt werden, bevor der Heizfaden die voile Temperatur hat. 

I Ein Anodenschutzwiderstand ist zweckmdBigerweise einzubauen. 

j Beim Einstellen, Ausprobieren Oder Abstimmen des Senders muB eine Uberlastung 
der Rohre durch Verringern der Anodenspannung vermieden werden. 

Ein Schnellrelais soil die Rohre vor Uberlastungen schutzen. 

Die Rohren sind vor Erschutferungen (Druck, StoB, Schlag usw.) zu bewahren. 

VEB WERK FUR FERNMELDEWESEN 

BERLIN-OBERSCHONEWEIDE. OSTENDSTR. 1— 5. FERNRUF: 63 21 61, 63 2011 
FERNSCHREIBER: WF BERLIN 1302. DRAHTWORT: OBERSPREEWERK BERLIN 


I 


I I 

Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A0341 00330001-6 



Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 

0 •* 1 

VEB WERK FOR FERNMELDEWESEN 5 5 




5. Introducfioii 

Design and Operation <, 

s^uifabi?"rZrMr„°' ? broadcosting and of television. 

® ** developed, because the normai large trans- 

“»'■ 

of lie ptr. It dimensions, high mechanical stability, and a special shaping 
e ectrode connections. Efforts are made to design the valves folly concentric^ 

di "s o^rV form IfTonT:^ 

togeously facIiTtesT This principle advan- 

ticolarly blcaulr . H i'"°“ *’‘9*’ frequency transmitters, par- 

ticularly because it deals mainly with concentric lines and closed resonators 

lelouT Th °“T' grounded cathode circuits are preferred at present 

ecouse they offer a better efficiency factor and an elevated amplification. 

Zh cirTr'^Zr 'ransmitters. triodes in grid basis connection, equipped 

with air or water cooling respectively, are usually employed. In the cose oMMs 

los^buMo" “ 1 '“ «"‘rol power is required which, however, is not 

h^*aMeIarwiiri“' k.W.). the radiation cooling 

If the lT odequate and may still be advanced by means of a suitable design 

alass burJ?h *'’* radiation on its way also reaches L 

is heaJed ond Sf " *'i IT '* As a result, the glass bulb 

IS heated and then cooled by the surrounding air. ^ 

and 'sST’ ''“'ves with a larger output of the long, medium 

ond short wave range, listed at the end of the catalogue, were exclusively cooled 
w.^ water a cooling method still used in V. H. F. transmitting valvl With.n le 

Ground" The sTIt' T u' volves has gained 

place ?tower him T"’ O" 'be mounting 

pioce (tower, hill) decided the issue of this development. ^ 
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Fields of Application 

I Transmitting Installations 

i The lorger transmiHing valves, which have been tested in all-roond conditions and 

I have stood these tests for yeors. ore opplied as H. F. omplifiers. drivers, modulators 

‘ or multipliers in the long, medium, ond short wave tronsmitters. 

' The newly developed V. H.F. transmitting valves, apart from their application as 

I H. F. amplifiers in V. H. F. and television transmitters, can also be employed with 

I good efficiency in all stages of the long, medium, and short wave transmitters. 

I I ndustrial Generators 

^ There is an extensive range of application for transmitting and especially for V. H. F. 

' transmitting valves in the metal working Industry, for example: in H. F. generators 
for melting, healing, soldering, surface hardening etc. H. F. heat which is generate 
! in valve generators is also applied in the plastics industry for the treatment o syn- 
thetic resins, plastics, wood etc. 

I 

j E I e c I r o m e d i c a I Instruments 

I Transmitting valves up to about 1 k.W. output power are used in medical inslru- 
I ments. for example in short wave therapeutics. 


6. Key to the Type Designations 

I On January 1st. 1955. a standard table of abbreviations for tronsmitting valves was 
1 introduced in the German Democratic Republic which we have applied in our 
catologue. 

The first two letters mean: 

SR = Transmitting Valve 
GR = Rectifier Volve 
VR = Amplifier Valve 



VEB WERK FOR FERNMELDEWESEN 


<$> 


Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 


Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 




VEB WERK FOR FERNMEI.DEWESEN 


E 7 


The third letter means 


S = Radiation Cooled 
L = Air Cooled 
W = Water Cooled 


The first figure of the following numbers indicates the number of electrodes (two 
figures indicate double systems) 

2 = Diode 

3 = Triode 

4 = Tetrode (44 Double Tetrode) 

5 = Pentode 


The last two figures are current numbers. 


U| 

U,/k 

U91 

0.1 

Ofll/gV 

Ug2 

Ug2d 

U92L 

Ua 

Uad 

Oa 

iDf 


7. Key to the applied abbrevialions 

Filament Voltage 
Filament/Cathode Voltage 
Control Grid Bias 

Control Grid A. C. Voltage (H. F. Peak Value) 

Control A. C. Voltage (A. F. Peok Value) 

Grid A. C. Voltage between the control grids of the two 
systems 

Screen Grid Voltage 

Max. Signal Screen Voltage 

Max. Screen Supply Voltage (Starting) 

Plate Voltage 
Max. Signal Plote Voltage 
Peok Plote Voltoge 
Plate inverse Voltage 
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If 

w 

ik 

191 

Igid 

192 
Ig2d 

lo 

lad 

IqO 

•a 

k 

l^gl (f> 


1^91 (k> 

Rg3 

R, 

R.l 

Ro 

Rq'Q' 

Qg1 

Q92 


Filament Current 

Cathode Current 

Cathode Peak Current 

Control Grid Current 

Max. Signal Control Current 

Screen Grid Current 

Max. Signal Grid Current 

Plate Current 

Max. Signal Plate Current 

Zero Signal D. C. Plate Current 

Plate Peak Current 

Resistance between Healer and Cathode 
Grid Leak 

Plate A. C. Current Resistor 

Grid Leak (each system) in the case of a fixed Grid 
Bias 

Grid Leak (each system) in the case of automatic Grid 
Bias 

Suppressor Grid Resistance 
Dynamic Plate Resistance 

Dynamic Plate Resistance to the modulation limit 
Load Resistance 

Load Resistance of a push-pull amplifier between plates 
Control Grid Diss^>ation 
Screen Grid Dissipation 
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i 

j 8. General Working Conditions and Directions lor Use 

I Wilh the exception of the limit values, the data given in the catalogue are mean 
values. 

Corresponding leakage must be taken into consideration. The nominal values of 
the heating must be maintained. In consequence of line voltage fluctuations and 
I switching equipment leakage, a maximum deviation of the filament voltage from 
! the nominal value of ± 3% for thoriated tungsten cathodes, and of ± 5% for oxide 
! cothodes is admissible. However, these tolerances ore only permitted for a short time, 
otherwise a considerable reduction of service life will occur. Moreover, an alteration 
of the valve data may also toke place. 

With regord to the reliability of service ond life of the valve, a surpassing of the 
limit volues is by no means permitted. In the case of surpassings and non-observance 
of the working conditions, all claims of guarantee will be rejected. 

The cooling body temperature of the valve must not amount to more than 250 C. 
and the temperature at the glass-metal seals must not exceed 180° C. These con- 
I ditions may be controlled by means of thermo couples, thermo fuses, or colours 
• sensitive to temperature. 

When the necessary quantity of cooling air and cooling water respectively is not 
attoined, the plote voltage, screen grid voltage (if available), and heating must be 
automaticolly switched off. 

I The cooling oir must be purified by passing through a filter, otherwise dust porticles 
will deposit on the cooling vanes. 

I All connections of the electrodes must be flexible, in order that mechanical tensions do 
! not toke piece ot the glass-metal seals. 

■ A device in the transmitter shall prevent thot plates ond screen grid voltage ore 
' applied to the volve before the heating filament has reached its full temperature. 

! A plate protective resistance, well fit for the purpose, should be built in. 

] When adjusting, testing, or tuning the transmitter, the plate voltage must be reduced, 
j in order to avoid on overload of the valve. 

! A rapid relay will afford protection ogoinst overloads, 
i The valves must be kept safe against shakes (pressure, shocks, blows etc.). 


t 
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^ 9. introduction 

I Construction et fonctlonnement 

L’inlroducfion de la rodio d ondes ultra-courtes et de la t6l6vision exigea le d6ve- 
loppement de lampes d*dmetfeurs approprides, attendu que les lompes d’dmetteurs 
d grande puissance normales ne peuveni 4tre emplo/des pour les courtes longueurs 
d’ondes, par suite de leurs capacitds et inductances dlevdes. 

I Les nouvelles lompes d*dmetfeurs d ondes ultra-courtes se distinguent des lampes 
d’^metteurs dites d grande puissance par petites dimensions, stability mdcanique 
I dlev^e et par la formation particulidre des raccordements d’diectrodes. On s’efforce 
d construireces lompes entidrementconcentriques, c’estd dire tous les raccordements 
d'dtectrodes sont produits comme disques ou bagues concentriques, trds pauvres en 
induction et en pertes. Ce principe a Tavantage de faciliter le montage des lampes 
dans les dmetteurs pour trds hautes frequences, d’autant plus qu’il s'agisse pour la 
plupart de circuits concentriques respecfivement de circuits en forme de pots. 

^ Pour les petites puissances, on emploie actuellement surtout des lampes bigrilles en 

^ couplage cathodique de base puisque ces lampes disposent d’un rendement favo- 

^ rable et d'une amplification eievde. Pour les dtages finaux d’dmetteur plus gronds 

' on emploie en general des triodes en couplage d circuit amplificateur avec grille 

^ d la masse d refroidissement d air comprime respectivement d Teau. Dans ce 

j couplage on ndcessite une puissance de contrdle assez forte, qui ne se perd toutefois 

j pas, mals est passee pour la plus grande partie d Tanode et est absorbee dans la 

I puissance de sortie des lompes. 

! Dans les lampes d petite puissance de sortie (jusqu’d environ 0.5 kW.) un refroi- 

t dissement par radiation suffit en g^ndral, pouvant encore dtre favoris6 par une for- 

I motion oppropride de Tanode. Dans ce genre de refroidissement, les rayons de 

* chaleur touchent sur leur chemin aussi la paroi en verre et sont obsorbds ainsi 

* partiellement. La paroi en verre ainsi rdchauffde est refroidie alors par fair 
^ ombiant. 

j Dans les lampes d’dmetteurs des gammes d'ondes longues, moyennes et courtes. 

j pr^vues pour plus grandes puissonces, mentionndes d la fin du present catalogue, et 

i jusqu*il y a quelques anodes, les anodes furent exclusivement refroidies d Teau. Ce 

I procddd de refroidissement est dgalement utilisd pour les lampes d'dmetteurs d ondes 

' ultra-courtes, mais celles d refroidissement d fair sont arrivdes au premier plan au 

) cours des dernidres anodes. Lo simplification de INnstailation de refroidissement et 

I I'inddpendance de I'emplacement (tour, montagne), ont dtd ddcisives pour ce ddve- 

I loppement. 
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I 

^ Domoines d’applicotion: 

I Instollations de postes ^metteurs 

‘ Les lampcs d'^metteurs d grande puissance, qui depuis de nombreuses anndes ont 
fait brillament leurs preuves sent utilisdes comme amplificatrices haute frequence, 

I motrices ou modulotrices dans les 6metteurs d ondes longues, moyennes et courtes. 

I A cdtd de I'emploi comme amplificotrices haute frequence dans les dmetteurs d 
I ondes ultro>courtes et de tdldvision, avec un rendement fovorable. les lampes 
I d'dmetteurs d ondes ultra*courtes nouvellement d^veloppdes se sont impos^es 
I dgalement dans tous les dtoges des dmetteursd ondes tongues, moyennes et courtes. 


Generatrices industrielles 

i Dans Tindustrie travailtant les metaux, il existe un vaste domaine d*application pour 
les lampes d’emetteurs et specialement les lampes generatrices d ondes ultra-courtes. 

I par exemple dans les alternateurs d haute frequence, pour fondre. rougir. souder, 

I tremper les surfaces etc, Dans Tindustrie des matieres plastiques aussi. la chaleur 
haute frequence, produite par generateurs d lampes est utilisee pour le traitement de 
rdsines artificielles, malidres d presser, bois etc. 

I 

' Appreilsi pour I'etectro-medicine 

\ Dons reiectro-pathologie. par exemple dans les appareils therapeutiques de la 

I therapie d ondes courtes. on utilise des lampes generatrices jusqu’d environ 1 kW. 

I de puissance de sortie. 


10. Explication des designation de types 

Au 1*^ jonvier 1955. une abreviation stondard pour lampes d'emetteurs a ete intro- 
duite sur le territoire de la Republique Ddmocratique Allemande. Nous avons appli- 
que ces abreviations dans le present catalogue. 

D'oprds ces designations, les deux premiers lettres signifient: 

SR = lampe d*emetteur 
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1 Lo Iroisidme lettre signifie: 

S = refroidie par rayons 
I L = refroidie por air 

W = refroidie par eau 

I Le premier chiffre du nombre suivant donne le nombre d*6tectrodes (2 chiffres pour 


syst^mes doubles) 

2 = diode 


3 = Iriode 


4 = tetrode (44 double-t^trode) 


5 = pentode 

Les deux derniers chiffres sont des nombres couronts. 



It. Eiplication des abrevialions uKlisees 

U, 

Tension de chauffage 

0,1k 

Tension entre filoment de chauffage et cathode 


Tension auxlliaire de la grille de contr6le 

0.1 

Tension alternative de la grille de contr6le (amplitude 
haute frequence) 

^)ll 

Tension alternative de contr6te (amplitude basse frequence) 

o.i/.f 

Tension olternative de grille entre les grilles de commonde 
des deux syst^mes 


Tension de la grille-6cran 


Tension de la grille^cran 6 modulation entidre 

U,1L 

Tension froide de la grille-4cran 

U. 

Tension anodique 

U.d 

Tension onodique d modulotion entidre 

0. 

Tension anodique de crdte 

■p.rr 

Tension anodique de blocage 


I 

I 
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Ik 

u 

Igl 

Igid 

Ig2 

Ig2d 

lo 

lad 

IqO 

to 

Rf/k 

Rg1 

Rg1 (0 
Rg1 (k) 
Rg3 

R. 

R.l 

Ro 

Ro/o' 

Qgi 

Q92 


Couroni de chauffoge 
Courant cathodique 
Courani calhodique de crfete 
Couront de grille de contr6le 

Couronf de grille de contrftle d moduloiion enfidre 
Courant de grille-^cron 

Couront de grille-dcron d modulation entidre 
Courant anodique 

Courant anodique 6 modulation entidre 
Courant anodique permanent 
Courant anodique de crfite 

Rdsistance anodique entre f.lament de chauffoge et 
cathode 

Resistance de grille 
Resistance anodique 

d. srill. (dOor ‘ O’ 

polarisotion de grille fixe 

Msistance de grille (pour cheque systdme) d tension de 
polarisotion de grille outomatique 
Rdsistonce de grille d’orrdt 
Resistance interne 

Resistonce interne d la limite de modulation 
Resistance anodique 

Rdsistonce onodique d’un omplificoteur push-pull entre les 
deux onodes 

Puissonce des pertes de la grille de contrdle 
Puissonce des pertes de lo grille-dcron 
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Qa 

N*, 


Ck/g 

Ck/fl2 

Ck/o 

CQl/g2 

Cgl/a 
Cg2/a 
Cg1 l/g1Il 


Cal/all 


D 

D2 

^g2/Ql 

s 

k 

1 

X 


f 

fe 

B 

ws 


Dissipotion onodic^ue 
Puissance de commande 

Puissonce de sortie. Voleors d rdgloge optimol d la sortie 

de lompe. Les pertes dons les circuits oo por suite de faux 

occordements non considdrdes 

Capacity entre cathode et grille de contrdle 

Capacitd entre cathode el grille-dcran 

Capacitd entre cathode et anode 

Copaclld entre grille de contrdle et grille-dcran 

Copocild entre grille de contrdle el onode 

Copocild entre grille-dcron el anode 

Copacild entre grille de contrdle d’un des sysidmes et celle 
de Tautre 

Capacild entre Tanode d'un des sysidmes et celle de 
rautre 

Facteur de p6n6tralion 

Focleor de pdndiration de la grille-dcran 

Focteor d'amplificolion de la grille-dcran 

Rente 

Coefficient de distorsion 
Rendement 
Longueur d*ondes 
Frequence de service 
Frequence d’entr^e 
Largeur de bonde 
Colonne d’eou 


I 

I 
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12. Condilions et indications de service generates 

i Les donn^es Indiqu^es, exception faite des voleurs limites. sent des voleurs moyennes. 

It doit dire lenu comple des dispersions correspondantes outor des voleurs moyennes. 

' Les voleurs nominoles du chouffoge son! d observer. Lo tension de chouffoge de 
' filoments de tungsidne thorids peut ddvier oumoximum de ± 3%. celle de filoments 
' d oxyde ropportd de ± 5% Qu plus de lo voleur nominole por suite de voriotions 
de lo tension du rdseou el de ddviotions des moyens de couploge. Toutefois, ces 
toldronces ne peuvent dtre exploitdes que pendont une pdriode trds courte, sinon une 
' rdduction essentielle de lo durobilitd peut en rdsulter. En plus, les donndes techniques 
' des tubes se modifient. 

I Eu dgord d lo sdcuritd de service et d lo durobilitd des tubes, les voleurs limites ne 
peuvent dtre ddpossdes en oucun cos. 

Lors du ddpossement des voleurs limites, respectivement de lo non-observolion des 
! conditions de service toute revendicotion de gorontie s’dteind. 

I Lo tempdroture ou corps refroidisseur de lo lompe ne peut ddposser 250" C. 

' Lo tempdroture oux points de soudure verre-mdtol ne peut ddposser 180° C. 

• Lo surveillonce de cette condition peut se foire por thermo-didments, thermo-fusibles 
ou por couleurs sensibles d lo tempdroture. 

! Dons le cos ou lo quontitd d’oir ou d’eou de refroidissement requise ne seroit pos 
otteinte lo tension onodique, lo tension de grille-dcron (pour outontqu il yen oil une) 

I oinsi que le chouffoge doivent dtre mis outomotiquement hors circuit. 

L*oir de refroidissement doit dtre nettoyd por up ftitre puisque sinon des couches de 
crosse se ddposent sur les oilettes. 

Tous les roccordements d*dlectrodes doivent dtre flexibles, ofin que des tensions md- 
coniques ne puissent se produire oux points de soudure verre-mdtol. 

Une instollotion dons I’dmetteur empdehero que lo tension onodique et celle de 
grille-dcron soient plocdes d lo lompe, ovont que le filoment cothode n’oit otteint lo 
i tempdroture entidre. 

II est protique de monter une rdsistonce onodique. 

Lors du rdgloge, de Tessoi ou de I’occordement de I’dmetteur, une surchorge du 
tube por rdduction de lo tension onodique sero dvitde. 

I Un relais rapide protigera la lompe de surcharges. Les lompes soni d preserver de 
secousses (pression, coups, chocs, etc.) 

t 



) 
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13. liitroducd6n 

E|ecuci6n y funclonomlento 

Con lo lntroducci6n de la radio de onda gitracorta y de lo televisl6n ha sido necesarlo 
desarrollar vdivulas emisoras adecuadas, por no poder usarse para ondas cortas las 
normales vdlvulas grandes de emisibn a causa de sus altas capacidades e inductivi- 
dades. 

Las nuevos vdlvulos emisoras para ondas ultracortas se distinguen de las vdl- 
vulas grandes emisoras por sus pequenas dimensioneSt su gran estabilidad meed- 
nica y por la forma especial de los contactos de los electrodes. Se trata de ejecutar 
las vdivulas del todo concdntricas lo que significa que todos los contactos de los 
electrodes tienen forma de places o anillos concdntricas, con un mfnimo de induccidn 
y de pdrdidos. Este principio tiene la ventaja de facilitar el montaje de las vdivulas 
en emisoras de altas frecuencias por tratarse casi siempre de conductores conedn- 
tricos o de circuitos de espacio vacio. 

Pora potencies reducldas se empleen hoy dia mayormente tdtrodos en conexidn de 
base de cdtodo. por ofrecer estos vdivulas un rendimiento favorable y un gran 
refuerzo. Para los escolones finoles de emisoros mayores se usan generolmente 
triodos en conexidn de base de rejilla con refrigeracidn por aire comprimido o 
por oguo. Con esto conexidn se necesita una potencia de regulocidn bastante alto, 
lo cual sin emborgo» no se pierde pues la mayor porte de ella pasa al dnodo 
entrondo asl en la potencia de salida de la vdlvula. 

I Pare vdlvulos de potencia de salida reducido (hasto 0.5 kW aprox.) basta en 

I generol lo refrigeracidn por irradiacldn que aOn puede ser fomentada por uno 

ejecucidn odecuada del dnodo. Con este mdtodo de refrigerocidn Megan los rayos de 
color en su camino tombidn hosta la pared de vidrio siendo oill obsorbidos por 
porte. Lo pored de vidrio colentodo de esta manero es luego refrigerado por el 
oire ombiente. 

Los dnodos de las vdivulas emisoros de la gama de ondas largos, medianas y cortas 
para mayores potencies se refrigerobon hosta hace pocos oAos exclusivamente por 
medio de ague. Una descripcidn de estas vdivulas se encuentra en el final del 
cotdiogo. Este modo de refrigeracidn se emplea aun con vdivulas emisoros de onda 
ultracorta. ounque en los ultimos aftos se llevon yo la delantera los vdlvulos emi- 
soros de onda ultracorta con refrigeracidn por oire. La sencillez del ogregado de 
refrigeracidn y la independencia del sitio de instalacidn (torre, monte) hon sido los 
momentos decislvos poro este desorrollo. 
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Compos do oplicocl6n: 

Instolociones emisoras 

Los vdivulas grandes emisoras aprobodas ya hace aftos se emplean como reforza* 
dores de alto frecuencia, vdivulos mofrices o moduladores, en emisoras de ondas 
largas, medianas y cortas. 

Las vdivulas de onda ulfracorla nuevamente desarrolladas se emplean con budn 
rendimiento igual como reforzadores de alta frecuencia en emisoras de onda ultra- 
corla y de televisidn, como tambidn en todas las escalas de emisoras de ondas largas, 
medianas y cortas. 

iGeneradores Industriales 

Un amplio campo de empleo para vdivulas emisoras y especialmente para vdivulas 
emisoras de onda ultracorta representa la industria metalurgica. p. e. en genera* 
dores de olto frecuencia, para fundir, poner al rojo, sotdar, para el endurecimiento 
superficial etc. Tambidn en la industria de materias sintdticas se necesita calor de 
alta frecuenclo, producldo por generadores de vdivulas, para el tratamiento de 
resinas sintdticos, materias prensadas, maderas etc. 

lAparatos de electro-mediclna 

! Vdivulas emisoras de una potencia de salida hasta 1 kW aprox. se emplean en la 
lelectro-mediclna, p. e. en aparotos de electro-terapla de onda corto. 

I 

I 14. Eiplicacidn de las designaciones de los tipos 

Con el de Enero del 19SS se ban fijado en el territorio de la Republica Democrd* 
tico Alemana abreviaclones unitarias para vdivulas emisoras las cuales hemos 
I empleodo en este catdtogo. 

I Las dos primeras letras signtficon: 

SR =: Vdivula emisoro 
GR s= Vdivula rectificadoro 
VR Vdivula reforzodora 
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I la tercera letra significa: 

1 S = refrigerada por irradiocidn 

[ L = refrigerado por aire 

I W = refrigerado por ague 

] La priruero cifro del numero siguiente indica lo conjidad de electrodes (en sislemos 
I dobles 2 cifros) ^ ^ 

3 = triodo 

I 4 = t^trodo (44 = tetrodo doble) 

I 5 = pentodo 


Las ultimas dos cifras son cifros corrientes. 

' 15. Eiplicacion de las abreviaciones empleadas 


I 


1 


Uf 

Ui,i( 

Oat 

Ost 

Oot/gV 

Ua2 

UflJL 

Ua 

Ucd 

Oo 

Uo tperr 


Tensi6n de coldeo 

Tensj6n entre filomento y cdtodo 

Tensi6n preliminor de rejillo de regulaci6n 

Tensi6n alterna de rejillo de regulaci6n (valor de omplitud 

de alto frecuencio) 

Tensi6n alterna de regulocidn (valor de omplitud de alto 
frecuencio) 

Tensidn alterna de rejillo entre las rejillos de regulacibn 

de los dos sistemas 

Tensibn de rejillo de pontolla 

Tensibn de rejillo de pontolla con plena cargo 

Tensibn frlo de rejillo de pantallo 

Tensibn del anodo 

Tensibn del bnodo con plena cargo 

Tensibn mbximo del anodo 

Tensibn de cierre del bnodo 


J 

*1 


I 

I 

I 
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I 

i 

i 

I 

1 

I 

i 

I 

1 

I 

I 

I 

i 

i 


I, 


Ik 

Ik 

Ig1 
Ig1 d 
•g2 

Ig2d 

la 

lad 

laO 

la 

l^f/k 

l^gl 

l^gi (0 
l^gl (k) 


R. 

R.l 

Ro 

Rq q' 

Qgl 


Corriente de caldeo 

Corriente del cdtodo 

Corriente maxima del cdtodo 

Corriente de rejillo de regulacibn 

Corriente de rejilla de regulacidn con plena carga 

Corriente de rejilla de pantalla 

Corriente de rejilla de pantalla con plena carga 

Corriente del dnodo 

Corriente del dnodo con piena cargo 

Corriente de reposo del dnodo 

Corriente mdxima del dnodo 

Resistencio exterior entre filamento y cdtodo 

Resistencia de derivacidn de rejilla 

Resistencio de corriente alterna del dnodo 

Resistencia de derivacidn de rejilla (por coda sistema) con 

tensidn fija preliminar de rejilla 

Resistencia de derivacidn de rejilla (por cada sistemo) con 
tensidn automdtica preliminar de rejilla 

Resistencia de rejilla de freno 
Resistencia interior 

Resistencia interior en el limite de plena carga 
Resistencia exterior 

Resistencio exterior de un reforzador de contratiempo 
entre los dos dnodos 

Potencio de pdrdida de rejilla de regulocidn 
Potencia de pdrdida de rejilla de pantalla 



I 
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1 

t 


E15 


Qo 

Potencia de p6rdida del anodo 


Potencia de regulaci6n 


Potencia de solida. Valores con dptima grodoocidn en la 


salida de la vdlvulo. sin contar las pdrdidas en los circuilos 

0 por coosa de groduacidn falsa 

Ck/g 

Capocidad entre cdtodo y rejilla de regulocidn 

Ck/g2 

Capacidad entre cdtodo y rejilla de pantalla 

Ck/a 

Capacidad entre cdtodo y dnodo 

CqI /g2 

Copocidod entre rejilla de regulacidn y rejilla de pantalla 

C9I /o 

Capacidad entre rejilla de regulacidn y dnodo 

Cg2/a 

Capacidad entre rejilla de pantalla y dnodo 

Cg1l,g1ll 

Capocidad entre rejilla de regulacidn de on sistema y 
r6guloci6n del oiro sistemo 

Col/oll 

Copocidod entre el dnodo de on sistema y el dnodo del 
otro sistema 

D 

Transparcncia de rejilla 

O 2 

Transparencia de rejilla de pantallo 

^*b 2 gt 

Factor reforzador de rejilla de pantalla 

s 

Escarpadura 

k 

Distorsidn 

V 

Rendimiento 

X 

Longitud de ondas 

f 

Frecuencia de servicio 

f. 

Frecuencia de entrada 

B 

Anchura de gama 

WS 

Columna de ague 



i 
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VEB WERK FOR FERNMELDEWESEN 




16. Consejos y condiciones generales de servicio 

LOS dotes indicodos. con excepcidn de los vclores limi.es. son volores medios. 

Ho, <,ue con, or con dispersiones 

tongs, eno ojustodos. los ties n L medls de conexibn 

noctoociones dej. .ens.on d^lo red 

c " ^6^00 Los totroncios no deben empleorse mos qoe duronte corto 
;rpo Toro trr ’ono obreviocibn consideroble de ,o dorocibn de los volvolos. 

Adembs combiorion los dotos de los vbWulos ,nd, codes. 

Los volores limi.es no hon de sobreposorse de ninguno monero con el f.n de conse- 
goir seguridod de servicio y durocibn de los volvolos. 

1, sobreposorse los volores limi.es y ol no o.ender o los condiciones de serve, o 
TotT'e” oTro entl c" e'rpo de refrigerocibn de la vblvolo no debe 

.brmicos o por colores sensibles o lo temperoluro. 

. • , de oire o de oguo refrigerodor necesorio hoy que des- 

rin^clo^'' o:.::b«e^lo";:n:ibn o^nbdico. lo .ensibn de reiillo de pon.ollo 
(s) existe), asi como tambi6n el caldeo. 

L indispensoble limpior el oire refrigerodor por medio dej-" ° ^ 

monbro se quedon copos de polvo en los ole.os refngerodore . 

Todo, los conexiones de los elec.rodos hon de ser flexibles poro evi.or .ens.ones en 
las fusiones de vidrio y metol. 

tura. 

Se reeomiendo mon.or uno resis.encio de proteccibn del bnodo. 

1 A1 grodoor. probor o verif.cor lo emisoro hoy que dor o.encibn o que se ev.e todo 

i sobrecorgo de lo vblvulo por disminuirse lo tensibn del onodo. 

Lo vblvulo quedo pro.egido contra sobrecargos por medio de un re p 

: LOS vblvulos hoy que pro.eger cootro vProciones (presibn. choques. golpes etc.) 
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VEB WERK FOR FERNMELDEWESEN SRS 552 


SENDEPENTODE 
Transmitting Pentode 
Pentode d’emission 
Pentode emisor 


Beschreibung 

Die Rohre SRS 552 ist eine strah- 
lungsgekCihlte Sendepentode fur selbst- 
erregten Schwingbetrieb, fur HF-Ver- 
starkung in UKW-Sendern, fur Impuls- T 
betrieb und fur elektromedizinische 
Gerdte. ' 

Fruhere Typenbezeichnung: P 50 

Description | 

The valve SRS 552 is a transmitting 
pentode which is cooled by radiation, 
designed and applied for self-excited 
oscillation operation, for h.f. ampli- 
fication in V. H. F. transmitters, for 
pulse operation as well as for electro- 
medical instruments. 

Previous denotation: P 50 

Description 

Lo lampe SRS 552 est une pentode 
d*6mis$ion refroidie par radiation, 
pour service oscillant autoexitateur; 
pour amplification houte frequence 
dans les 6metteurs d ondes ultra-cour- 
tes, pour service d impulsions et appa- 
reils diectrothdrapiques. 

Ddsignation de type antdrieure: P 50 

Descripcidn 

Lo vdlvulo SRS 552 es un pdntodo 
emisor refrigerodo por irradiocidn. 
para servicto oscilante de auto-exci- 
tacidn, para el refuerzo de alta frecu- 
encio en emisoras de ondo ultrocorto. 
pora servicio de impulsidn y para 
aparatos de electro-medicino. 
Designocidn anterior del tipo: P 50 



MaBbild 

ma«. Abmenungen 


Sketch of Measure- 


mo* . dimemtoni 


Dessin cotd 

Dimentlons moxtmo 



'L«J 


Croquis 


Sockelschaltschema 

Sockel von unlen gegen die 
Stiftc geiehen 


Base Connecting 
Scheme 

A* teen from belo« ogolntt 


Schdmo de culottage 

Colot vg d*en bat conire let 


Esquemo de conexidn 
del zdcolo 

Zoccio * tto detde obOiO 
nctlG Is* tls< ,ct 
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I Allgemeine Daten 

General Data 
Donnies g6n6rales 

I Dates generates 

! Heizung: Indirekt geheizte Oxydkatode 
I Heating: Indirectly heated oxide coated cathode 
! Chauffage: filament d oxyde rapportd chauff6 indirectement 
I Caldeo: Cdtodo de 6xido de caldeo Indirecto 


.. 12.6 V 
ca. 0.7 A 

Statische Werte 
Statical Values 
Valeurs statiques 
Volores est6tico$ 



Uf 

I 


Gewichl 
Weight : 
Poids: 
Peso: 
ca. 50 g 
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SRS 552 


Betriebswerte 

Typicof Operating Conditions 
Voleurs de service 
Volores de servicio 

Hochfrequenzverstdrkung tet Vorstufenmodulation 12 m 

(Werte fur anndhernd gerade Schwinglinie) 

H. F. Amplification in the case of sub-stage modulation a -12 m 
(volues represent approximate straight line oscillation) 
Amplification haute frequence d modulation d faible niveau a 12 m 
(valeur de ligne oscillante d peu prds droite) 

Refuerzo de alta frecuencia con modulacidn de escoldn prelim inar a 12 m 
(Valores para caracteristica oscllante casi derecha) 


u. 

. .. 1000V l«d 

100 mA 

K 6 

kli 

u,. 

. 300 V I.,, 

.... 30 mA 

0.. <55 

V 

U„ 

. .. —60 V lg«d 

9 mA 

N.. 60 

W 


Hochfrequenzverstdrkung (anndhernd B-Betrieb) 



H. F. Amplification (approximately B-Class Operation) 



Amplification haute frequence (d peu pr4$ service B) 



Refuerzo de alta frecuencia (casi servicio B) 


>. 

^ 4.5 

^ 6.5 

^ 12 

m 

u« 

600 

1000 

1000 

V 


250 

300 

300 

V 

U«. 

->80 

-80 

-80 

V 

lod 

130 

120 

120 

mA 


10 

10 

10 

mA 

Int i4 

6 

5 

2 

mA 

*9io 

R. 

3.3 

5 

4.75 

kO 

ft.. 

idb 

100 

100 

V 

N.,, 

3 

1.5 

0.5 

w 


60 

70 

80 

w 



I 


I 
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SRS 552 • VEB WERK FOR FERNMELDEWESEN 




Gifterspannungsmodulotion X ^ 12 m 
Grid Voltage Modulation X ^ 12 m 

Modulotion par la tension de grille 
X ^ 1 2 m 

Moduloci6n de tensidn de rejilla X ^ 12m 


Trdgerwerte 
Carrier Values 

Valeurs porteu- 
ses 

Volores porto- 
dores 


Oberstrichwerte 
Peak Power 
Volues 
Voleurs de 
traits sup^rieurs 
Valores mdx. 
de alta 
frecuencia 


1000 

V 

1000 

V 

300 

V 

300 

V 

-105 

V 

—80 

V 

60 

mA 

120 

mA 

3 

mA 

10 

mA 




3 

mA 

4,75 kti 

4.75 

kil 

100 

V 

100 

V 

^25 

V 

— 

V 

^ 0.5 W 

0.5 

W 

20 

W 

80 

W 


Schwingbetrieb in Eigenerregung 
X ^ 6.5 m 

Oscillation operation in self*excltotion 
X ^ 6.5 m 

Service oscillonten auto-excitotion 
X > 6.5 m 

Servicio oscilonte con outo-excitaci6n 
X > 6.5 m 


1000 

250 .300 

.. ^-60 

5 

65 


Triodenschaltung 

Schirmgitter u. Anod« vcrbunden (BremigHtcr anErdt) 

Triode Circuit 

screen grid ond onode connected (lupprettor grid 
to earth) 

Triode 

Grtllc.^ron et onode relld* (grille d’orrit 6 lo terre) 

Conexidn de triodo 

Retilla de pontolla y Anodo conectodo* (Rejillo d« 
freno en tierro) 

0, 800 V 

U,„,. *00 V 

» 

O 20 % 

s 2 mA/V 

Q. . 40 W 
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SRS 552 


Gitter 1 und Schirmgitter verbunden (Bremsgitter an Erde) 

Grid No. 1 and Screen Grid connected (suppressor grid to earth) 
j Grille 1 et grille^^cran relives (grille d’arret d la terre) 

Rejilla 1 y rejilla de pantalla conectadas (Rejilla de freno en tierra) 

I Uomo* : 1000 V D 0.35 7o 

I ^aomox 30 mA S 5 mA/V 

! Qomax 40 W 

I Grenzwerte 

’ Max. Ratings 

^ Valours limites 

' Valores Mmices 


Oo^mix 

3000 V 

1 1 

300 

V 






y 1 

1000 V 


1 

w 

a max 




Q 

'■■o mcx 

40 W 

p 

•'gi max 

20 

kii 

L max 

800 V 

^ga max 

20 

k£i 

Ug*.» max 

300 V 

Ik max 

230 

mA 

Q 

5W 


100 

V 

g. max 


k max 





R| k max 

2.5 

kii 


Bel 

in ihc caie of 

^'mln 

4.5 m 


chet 

U<i<j max 

800 V 

1000 V 

con 

^gu dmox 

250 . V 

300 V 


^ad mox 

130 mA 

120 m A 


Kapozitoten 

I Copocitonces 

I Copocitds 

Copocidodes 

Ce ca 14pF Co CO 10 pF - 0,12 pF 


I 


I 

i 

i 
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SRS 552 VEB WERK FOR FERNMELDEWESEN 


Betriebsbedingungen und Betriebshinweise 

Die angegebene Nutzleistung ist die gesamte von der Rohre abgegebene 
frequenzieistung. Die erzielbare Antennenleistung ist um die Kreisverluste k 

Der bei ieistungsarmer Modulation im Steuerkreis zulassige Widerstand darf 
20 kOhm nicht uberschreiten, damit durch thermische Gitterstrome keine merkbare 
Verlagerung des Trdgers auftritt. Die Temperatur der Rohre im Dauerbetrieb darf 
j 200 ' C nicht uberschreiten. 



I Stipulations and Directions for Operation 

i 

I The stipulated effective power is the complete h. f. power which is delivered from the 
I valve. The produced aerial power is smaller as to that of the loss in the circuit. 

I When, for instance, the modulation is of a low power or performance, the 
i admissible resistance which is included in the control grid must on no occount 
I exceed 20 kOhms. so that by thermal grid currents no perceptible extension of the 
I carrier appears. 

! When in continual operation, the temperature of the valve must not surpass 
j 200' C. 

I 

I Conditions et indicotions de service 

I La puissance utile indiqu^e est la puissance haute frequence totale livr^e par la 
I lampe. La puissance d'antenne obtenable est plus petite des pertes de circuit. 

I La resistance tol^r^e dans le circuit de commande d modulation plus pauvre en 
I puissance, ne pourra ddpasser 20 kOhms. afin qu'aucun ddplacement sensible de la 
I porteuse ne se produise par des courants de grille thermiques. En service continu. 

I la tempdrateure de la lampe ne peut ddpasser 200^ C. 

I 

j 

I Conse|os y condiciones generoles de servicio 

' La potencia efectiva indicada es la potencia total de alta frecuencia que transmite la 
I vdivula. Lo posible potencia de la antena se disminuye por las pdrdidas en los cir- 
! cuitos. La resistencio admisible en et circuito de regulacibn con una modulacidn de 
poca potencio no debe exceder a 20 ohmios para que no se produzca un cambio del 
portador por corrientes de rejilla tdrmicas. Lo temperatura de la valvulo en servicio 
permanente no debe exceder o 200 C. 

I 

I 



' I 
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I 


I 

I 

1 

I 

I 

I 

I 

1 

I 

I 
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VEB 


WERK FOR FERNMELDEWESEN SRS 4451* 


doppeltetrode 

Double Tetrode 
Double-tetrode 
Tetrodo doble 


Beschreibung 

Die Doppeltetrode SRS 4451 ist elne 
strahlungsgekuhlte Senderohre und 
konn als HF-Verstdrker. Oszillator, 
Frequenzvervielfacher und Modulator 
verwendet werden. Sie entspricht den 
Typen QQE 06/40, RS 1009 und 5894. 

Description 

The double tetrode SRS 4451 is a 
transmitting valve which is cooled by 
radiation. It can be applied as h. f. 
amplifier, oscillator, frequency multi- 
plier and modulator. This volve corres- 
ponds to the types QQE 06/40, 
RS 1009 ond 5894. 

Description 

La double — t6trode SRS 4451 est une 
lampe d*6metteur refroidle par radia- 
tion et peut 6tre utilis6e comme ampli- 
ficatrice haute frequence, oscillatrice. 
multipllcatrlce de frequence et modu- 
latrlce. Elle correspond aux types 
QQE 06/40. RS 1009 et 5894. 

Descripcl6n 

El t6trodo doble SRS 4451 es una vdl- 
vula emisora refrigerada por irrodi- 
acl6n y puede emplearse como re- 
forzodor de olta frecuencia. oscilador. 
mulliplicador de frecuencias y mo- 
dulador.La vdivula corresponds o los 
tipos QQE 06/40. RS 1009 y 5894. 




MoBbild 

maxAbn^Mtungcn 

Sketch 

of Measurements 

mox. dimensions 

Dessin cot6 

Dimensions moxlmo 

Croquis 

medidosmdx. 


Sockel- 

schaltschema 

Socket von unten 
gegen die Stifte geschen 

Base Connecting 
Schema 

As seen from belov 
ogolnst the pins 

Schema 
de culottage 

Culot vu d'en bos contre 
les broehes 

Esquema 

de conexiOn del 

zdcolo 

Zdcolo vtsto detde 
n bo ** hocio los clovijas 
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# 


Allgemcine Oaten 
General Data 
Donates g^n^roles 
Dotos generoles 

Heliung: IndirekI geheiztc Oxydkotode. 

Der Heizfoden ist in dcr Mitte angezopft. Die Hdlften konnen 
porollel Oder hintereinonder gescholtet werden. 

Heoting: Indirectly heated oxide cathode. The filament is tapped 
in the middle — the half of which con be connected in series or as 
well in porollel. 

Chouffage: filament d oxyde ropportd chauffd indirectement. 

Le filament de chouffoge cst bronchd au centre. Les moitids peo- 
vent dtre coupides en parolldle ou en sdrie. 

Coldeo: Cdtodo de 6xido de caldeo indirecto. 

El filament© de caldeo se ho cmbornado en so mitod. Las mitades 
pueden conectorse en poralelo o en serie. 

Heizfodenscholtung: porollel hintereinonder 
Flloment Connection: Porollel in series 
Couploge do filament: en poralldle en sdrie 
Conexldn del filament© de caldeo: parolelo 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 95 g 


en serie 


Ur 


6.3 V 
CO. 1.8 A 


12.6 V 
CO. 0.9 A 


Stoticol Voluos 
(eoch system) 


StotischeWorto 

(je System) 

Volourt stotiquos 

(pour choque system e) 


Votoros osteticos 

(por codo sistemo) 


U, 600 V 

U„ 250V 

u., -a4v 


30 mA 

S 4.5mA/V 

".fi *•» 
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VEB WERK FOR FERNMELDEWESEN 


SRS 4451* 


Betriebswerte 

Typicol Operoting Conditions 
Voleurs do service 
Volores de servicio 

Als HF-Verstdrker. Gegentakt-C-Betrieb 
As H. F. Amplifier. Push-Pull Closs-C-Operotlon 
Comme amplificofrlce haute frequence. service-C-push-pull 
Como reforzador de alta frecuencia. servicio-C-de confrallempo 


f 

200 

250 

430 

500 

MHz 

/. 

1,5 

1.2 

0.7 

0.6 

m 

Uo 

600 

600 

520 

500 

V 


250 

250 

250 

250 

V 


-80 

-80 

-80 

20 

V 

kn 

0,1 ,r 

200 

2x100 

2x100 

2x100 

2X100 

V 

mA 

la) 

16 

16 

18 

20 

mA 

Li 

2x2.5 

2x2.5 

2x2.8 

2x2.3 

mA 

•gl 

Qa2 

4 

4 

4.5 

5 

W 

Oil 

2x15 

2x17.5 

2x19 

2x20 

W 


90 

85 

66 

60 

W 

V 

75 

71 

64 

60 

fj 


Als NF-Verstdrker und Modulator (B-Betrieb) ohne Gitterstrom 
As L. F. Amplifier and Modulator (Class 8) without grid current 
Comme ampllficatrice basse frequence et modulotrice (service B) sans courant 

de grille 

Como reforxodor de bojo frecuencia y modulodor (servicio B) sin corriente de rejiiio 



I 

I 
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SRS4451* VEB WERK FOR FERNMELDEWESEN 




Als NF-Verstarkcr und Modulator (B-Betrieb) mit GiHerstrom 
' A$ L.F.Amplifier ond Modulator (Class B) with grid-current 

‘ Comma omplificatrice bosse frequence et modulatrice (service B) avec couront de 
' grille 

Como reforzador de baja frecuencia y modulador (servicio B) con corriente de 

rejilla 


Uo 

Ug2 


600 

250 


450 

250 


300 

250 


V 

V 


Ro o' 

— 

25 

8 


25 

6 


-2) 

4 

V 

kQ 

Ogl g1' 

0 

78 

0 

76 

0 

75 

V 

lo 

2x25 

2x100 

2x25 

2x97 

2x25 

2x94 

mA 

<02 

1.2 

26 

1.9 

28 

2.8 

30.5 

mA 

W* 

<Ql 

0 

2x2.6 

0 

2x2.6 

0 

2x2.6 

mA 

Qgi 

0 

2x0.1 

0 

2x0.1 

0 

2x0.1 

W 

^92 

0.3 

6.5 

0.5 

7 

0.7 

7.6 

W 

Qo 

2x15 

2x17 

2x11.2 

2x13.5 

2x7.5 

2x9.7 

w 


0 

86 

0 

60 

0 

37 

w 

k 


5 



5 

— 

5 

% 


— 

71.5 

— 

69 

— 

65.5 

% 


Gr«nswert« 
Hox. Rotings 
Vol«urt limitM 
Valorcs IfmftM 


f 

Uq moil 
Uq 2 moH 
Uqi moM 
U moi 
U moa 
Ufi moa 
Ifl moa 
Qo moa 
moa 
moa 

R.1 (f) moa 
(k) moa 
Uf h moa 


250 

600 



500 .... 

. .. MHz 


500 .... 

V 

9M 


V 

175 


V 

2^110 . . 


mA 

9 V 19A 


mA 

o A 1 * V 

7 V 700 


mA 

9 's/ ^ 


mA 

* Ps ^ 

9 V 9A 


W 

• oV 

7 


W 

9v 1 


W 

ft ^ i 


kQ 

^1# • 

inn 


kQ 

iw/ 

100 


V 
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VEB WERK FOR FERNMELDEWESEN SRS 4451* 


Kopoxitoten 


Copocitonos 

Cop<scitOs 

Copocidodes 


je System 

c« 

CO. 10.5 

pF 

each system 

Ca 

ca. 3.2 

PF 

pour cheque systOme 

a 

ca. J 0.08 

pF 

por codo sistemo 
in Gegentaktschaltung 

Cgll gll 

ca. 6.7 

pF 

in push-pull circuit 

Col all 

ca. 2.1 

pF 


en couploge push-pull 
* en conexi6n de controtiempo 

I 

Betriebsbedingungen 
Stipulotionf for Operation 
Conditions de service 
Condiciones de servicio 

Die Helzsponnung darf hochsfens ± 5% vom Sollwert obweichen. Die Temperolur 
des Kolbens und der Durchfuhrungen darf 180° C nicht uberschreiten. Bei Betrleb 
mit Frequenzen Ober 150 MHz 1st elne zusdtzliche Kuhlung des Kolbens und der 
Anodenanschlusse durch elnen schwachen Luftstrom erforderlich. Bei waagerechtem 
Einbau der Rdhre muB die gedachte FIdche durch die beiden Anodenstifte woagerecht 
, liegen. 

The highest point that the filament voltoge is permitted to deviate from the calculated 
volue is ± 5%. The temperoture of the bulb and the ‘lead outs* must not surpass 
180° C. When operating with frequencies over 150 Mc/s, an additional cooling 
means for the bulb ond plote connectors is necessary — this can be reolized in the 
best way by help of a week air current. If, for instonce, the valve is mounted in a 
horizontal position, the provided surface must be horizontally situated between 
the two plote pins. 

Lo tension de chouffage peut ddvier de ± 5% aw maximum de la valeur nominale. 
La temperature de l*ampoute et des traversAes ne peut ddpasser 180° C. Lors de 
service avec des frequences de plus de 150 megocycles, un refroidissement suppie- 
mentalre de Tompoule et des raccordements des anodes par un faible courant d*alr 
est necessolre. Lors de montoge horizontol de lo lampe, la surfoce imoginee par les 
deux broches d*onodes doit se trouver horizontale. 

Lo tension de coldeo no debe diferenciarse mas que por un ± 57© nominal 

o lo sumo. La temperatura de lo ompollo y de las pasodos no debe exceder a 180" C. 
En un servicio con frecuencios mayores a 150 megaciclos es necesoria una refri- 
geroclOn odicionol de lo ompollo y de los conexiones del Onodo por medio de una 
suave corriente de oire. Al montar lo vOlvulo horiiontalmente tiene que quedor el 
plono imoginodo horizontol por las dos cloviios del Onodo. 
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VEB WERK FOR 


FERNMELDEWESEN 


SRS 358 K 


SENDETRIODE 
Transmitting Triode 
Triode generatrice 
Triodo emisor 


Befchrcibung 

I Die Rohre SRS 358 K ist eine stroh> 

^ lungsgekUhIte Kurzwellen-Sendetriode 
' fiir Oouerstrichbetrieb und ist vorwie- 
' gend fOr Therapiegerdte bestimmt, 
FrOhere Typenbezeichnung: TS 41 

Datcriptlon 

This volve which bears the Type 
No. SRS 358 K is a short wave trans- 
mitting triode and cooled by radiation, 
for application of c. w. operation and is 
also predominantly determined for 
therapeutic instruments. 

Previous denotation: IS 41 

Doscription 

Lo lompe SRS 358 K est une triode 
g4n4rotrice d ondes courtes. refroldie 
par radlotion pour service 6 troit 
continu et destinee surtout pour appa- 
reils de th4ropie. 

Oislgnotlon de type ant4rieure: TS41 
D«ecrlpct6n 

Lo vdlvulo SRS 358 K es un triodo 
emisor de ondo corto refrigerodo por 
irrodocidn poro servicio conlinnuo 
mdximo destinodo sobretodo poro 
oporotos de feropto. 

Designocidn onterior del tipo: TS 41 



Soclctl von unttn geichen 


eaft« tc«n from Moo 


Cciot vu 4’cn 


Z6emio vtito thaja 



I 
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AMgemeine Doten 
General Dato 
Donnies g^n6rales 
Datos generates 


SRS. 358K VEB WERK FOR FERNMELDEWESENj 




Heizung: Direkt geheizte thorierte Wolframkothode 
Heating: Directly heated thoriated tungsten cathode 
! Chauffage: Filament de tungstdne thori6 chauff6 directement 
* Caldeo : Catodo de tungsteno ajustado, de caldeo dlrecto 

1 Uf 10.5 V 

> If . ca. 11,5 A 


Gewicht: 
Weight: 
Folds: 
Peso: 
ca. 250 g 


I 


Statische Werte 
Statical Values 
Valeurs statlques 
Valores estdticos 


tn ihe cost of 
^ chex 
con 


Uo 1 ... 1,5 kV 
la 125 mA 


bei 


tn the case of ® 


Ua 1 kV 


chex 

con 


L 250 . . . 300 mA 


10 % 


5,5 mA/V 


Betriebs werte 

Typical Operating Conditions 
Valeurs de service 
Valores de servicio 

Dauerstrichbetrieb in Gegentaktscholtung ( \ = 6 m) 

C. W. Operation in a push-pull circuit { \ = 6 m) 

Service d trait permanent en couplage push-pull ( \ = 6 m) 

Servicio continue mdx. en conexidn de controtiempo 6 m) 

Uo 2000 V Uoeff 2500 V 

lo 150 mA la 150 mA 

r:?150 W ;-175 W 


I 

I 

! 

I 
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VEB WERK FOR FERNMELDEWESEN SRS 358 K 


Grenzwerte 
Max. Ratings 
Valeurs Mmites 
Valores limites 

8000 V 
2000 V 
2500 V 
150 W 
15 W 


UqL mojt 
max 

Uq eff max • 
Qq max ^ 
Qg max • • 


Kapazitaten 

Capacitances 

Capacit^s 

Capacidades 


Cg k ca. 8.0 pF 

Co k ca. 1 ,5 pF 

Cq Q ca. 4,2 pF 


Betriebsbedingungen 

^ Stipulations for Operation 

} Conditions de service 

I Condiciones de serviclo 

1 

' Die Temperatur des Glaskolbens darf an keiner Stelle 350' C uberschreiten. 
The temperature of the glass bulb on the warmest point must not surposs 350'’ C. 
La temperature de Tampoule en verre ne peut ddpasser 350'^ C d aucun endroit. 
La temperatura de la ampolla de vidrio no debe exceder en ninguna parte a 350'^ C 


Kotclog E — Auigcbe }anuor 1956 
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VEB WERK FOR FERNMELDEWESEN SRS 451 


UKW-SENDETETRODE 
V. H. F. Transmitting Tetrode 
Tetrode d*emetteur a ondes ultra-courtes 
Tetrodo emisor de onda ultracorta 


Beschreibung 

Die Rohre SRS 451 isl elne strahlungs- 
gekuhite Sendetetrode fur UKW- und 
Fernsehsender. Der Schlrmgitteran- 
schluB ist konzentrisch herausgefiihrt. 
Fruhere Typenbezeichnung HF2815. 

Description 

The valve SRS 451 is a transmitting 
tetrode which is cooled by radiation. It 
can be employed for V. H. F. and TV 
transmitters. The grid cap or connector 
is concentric in design. ^2 

Previous denotation HF 2815. 

Description 

Lo lampe SRS 451 est une t6trode 
d’6mission, refroidie par radiation, 
pour 6metteurs d ondes ultra-courtes 
et de tdidvision. Le raccordement de la 
grille-dcran est sorti concentriquement. 
Designation de type ant6rieure: 

HF 2815. 

Descripcibn 

Lo vdivulo SRS 451 es un tetrodo emisor 
refrigeroda por irradiacibn para cmi- 
soras de onda ultracorta y de tele- 
visibn. La conexibn de rejilla de pan- 
talla es un sallente concentrico. 
Designocibn anterior del tipo; HF 281 5. 







'1 — ^ 






UL 

U_ 



56 ^—^ 

670 

^ 

1 



MaBbild 

mo*. Abmenongcn 


Sketch of 
Measurements 

ma*. dimenHons 


Dessin cote 

Dimensions ma*imo 


Croquis 

T medidosmA*. 


Socket von ynten gegen 
die Sllfte gesehen 


Bate teen from beto«^ 
againtt the pint 


Colot VO d’en boi centre 
let brochet 


Zocolo vitto detde abojo 
hocio lot claviiot 
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^ SRS 451 


VEB WERK FOR FERNMELDEWESEN 



Allgemeine Doten 

I General Data 

, Donnies g^n^rales 

Dates generalos 

Heizung; Direkt gehelzte thorierte Wolframkatode Gewicht: 

Heating: Directly heated thoriated tungsten cathode Weight: 

Chauffage: filament dc tungstene thori6 chauff6 directement Poids: 

Caldeo: Cdtodo de tungsteno ajustado, de caldeo directo Peso: 

; U, 4 V ca. 280 9 


I •( ca. 14 A 

j EintcholtitromsIoB 22 A 

Fiioment Staring Current Impulse 
^ Coup de couront de mise en circuit 
[ •ncremento brusco de corriente ol conector 


Statische Werte 
Statical Values 
Valeurs statiques 
Valores estdticos 


Ua 2 kV 

^ in the case of , , , 

ch„ U,..: 400 ... 500 V 

con la 250 mA 


S 


Ua 

in the cose of . . 
chei ^82 

cor, Ig 


2 kV 
500 V . 
250 mA 


14 % 


5 mA/V 


Betriebswerte 

Typical Operating Conditions 
Valeurs de service 
Valores de servicio 

Frequenzverdreifachung C-Betrieb Trebling of Frequency Class C-Operation 
Service C-triple frequence Conexidn triple servicio C 


f .. 
I Ua 
. U,, 


72 MHz lo 

2 kV Ig. 

420 V Ig, 

600 V N ^ 


185 mA 
35 mA 
25 mA 
100 W 


■ . / 
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VEB WERK FOR FERNMELDEWESEN 


SRS 451 


Grenzwerte 
Mox. Ratings 
Valeurs limites 
Valores Mmites 


X min 2.0 m 


bet 

in the CQjeof, ...... 

Uc mo. ch« f - 100 MHz 3.5 kV 


be) 

in the case of , ^ 

Uc mn- Che. ^ ' 200 MHz 2.0 kV 


Ugi mo* 

0.6 kV 

Ik max 

300 mA 

Qa max 

250 W 

Qg.. 

40 W 



Q 

'“Ql max 

10 w 


Kapazitaten 

Capacitances 

Capacit6s 

Capacidades 


Ckfl, CO- -^-9 PP 

Ckg, ca. 2,5 pF 

Cka ca. 0,04 pF 

Cg, fl, CO. 11,0 pF 

Cg^a ca. 5.0 pF 

Cg, o ca. 0,09 pF 


Hierzu gehoren die ,,Allgemeinen Betrlebsbedingungen** 

Please refer fo the "General Operating Conditions’* 

Voir d ce sujet les ^Conditions g6ndrales de service./ 

Se ruego presten otencidn o las "condiciones generates de servicio" 


l 

I 

I 

I 

I 

I 
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VEB WERK POR FERNMELDEWESEN 


SRL 351 


I 


I 


UKW-SENDETRIODE 
V. H. F. Transmitting Triode 
Triode d emetteur a ondes ultra-courtes 
Triodo emisor de onda ultracoria 


I 


I 

I 

i 

1 

I 

I 

! 

I 


1 


I 


I 

I 

1 

I 


I 

I 

I 

I 

I 


Beschreibung 

Die Rohre SRL 351 ist eine luftgekuhite 
Sendetriode fur UKW- und Fernseh- 
sender sowie fur Industriegeneratoren. 
Sie ha1 einen konzentrischen Gitter- 
anschluB und ist dadurch besonders 
fur Gitlerbasisscholtung geeignet. 
Fruhere Typenbezeichnung HF 2730. 

Description 

The valve SRL 351 is a transmitting 
triode which is cooled by air. It can be 
opplied for V. H. F. and TV trans- 
mitters as well as for industrial genera- 
tors. Owing to the design of the con- 
centric grid connector, it is especially 
suitable for grounded grid circuits. 
Previous denotation: HF 2730. 

Description 

La lampe SRL 351 est une triode 
d'6mission refroidie a Tair pour 6met- 



teurs a ondes ultracourtes et de tele- 
vision. ainsi que pour generatrices 
industrielles. Elle a un raccordement 
de grille concentrique et est ainsi porti- 
culierement appropriee pour circuits 
amplificateursavec grilled la masse. De- 
signation de type ant^rieure: HF 2730. 

Descripcibn 

La valvula SRL 351 es un triodo emisor 
refrigeroda por aire para emisoras de 
onda ultracorta y de television asi 
como para gcneradores industrioles. 
Tiene una conexion de rejilla con- 
centrica prestdndose por ello sobretodo 
para una conexion de base de rejilla. 
Designacion anterior del tipo: HF 2730. 



SocVet ^on unten gegen 
die Sltfle geiehen 


Bo»e icen from belo*# 
ogointt Ihe pin* 


Cuiot vu d'en boitonire 
le* broche* 


Zoccio -i*!o deifle cbo.o 
{G4 
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SRL351 VEB WERK FOR FERNMELDEWESEN 




Allgemeine Daten 
General Data 
Donnies g^n^rales 
Datos generates 

Heizung: Direkt geheizte thorierte Wolframkatode 
Healing: Directly healed thoriated tungsten cathode 
Chauffage: ftlament de tungstene thorie directement chuuffe 
Caldeo: Calodo de tungsteno ojustado. de caldeo directo 


U, 

If 

f tlamen* Starting Current Impulie: 

Coup de couront de mne en circuit; 
Incremento bruico de corriene al conector; 


StatischeWerte 
Statical Values 
Valeurs statiques 
Valores estdticos 


bet 

I n the cate of 
chei 

COft 

bei 

in the CQi« of 
chei 


U.2. 


.4 

1 


kV 

A 


2.5 kV 
1 A 


5 V 
ca. 50 A 

■ 70 A 


Gewicht : 
Weight : 
Poids : 
Peso: 

1.1 kg 


3.0 % 


12 mA/V 


Betriebswerte 

Typical Operating Conditions 
Valeurs de service 
Valores de servicio 

Als HF-Verstarker in Gitlerbasisschallung. C-Betrieb 
As H. F. Amplifier in Grounded Grid Circuits, Cla$s-C Operation 
Comme omplificatrice haute frequence en couplage amplificateur ovec grille a a 

masse, service C . . 

Como reforzodor de olta frecuencio en conexibn de base de rejilla. servicio C 

N.. «0 W 

Do«on ttnd 60 W fur den Steueryorgong notvendig 
From thli, 60 W ore netettorf for the procett of 
control 

Dont 60 W u>r*t n6ce»*o*rei pour le procidi dc 
commande 

De ei»o »e netetnon 60 W poro el proccto de regu- 
locadn 


f 

. . 88 

MHz 

Up 

4 

kV 

Ug 

230 

V 

1 

500 

mA 

•o 

L 

100 

mA 
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VEB WERK FOR FERNMELDEWESEN 


SRL 351 


, '1.2 RW 

I Einjchltcfilicft dufchgereictifer Letttung 

Including the po*ef *hich it delivered from the grid circuit to the anode circuit via the indoc*ancet ond 
capacitoncet 

f comprit 1o putttance patsee 
InclutO pOtenciOtrantmitiCc 

Grenzwerte 

Max. Ratings Valeurs limites Valores limites 

1 m Q„„,. 2 kW 4.5 kV 

I 1.2 A Qg„o. 80 W beif 100 MHz 

I Kopozitoten 

Copacitances Capacit6s Capacidodes 

' Ct , ca. 17 pF C|,o ca. 0.16 pF c, „ co. 8.0 pF 

Kuhlung 

Cooling Refroldlssement Refrlgerocl6n 

Luftmenge bei Qq = 2 kW. 25 C Lufteintrittstemperatur und 760 Torr Luftdruck: 

ca. 2 m'Vnnin 

Luftmenge bei Qa = 1 kW, 25 C Lufteintrittstemperatur und 760 Torr Luftdruck: 
I ca. 1 m’7rnin 

, Druckabfalt am Kuhler ca. 50 mm WS. Luftmengenmessungen mit Rotamesser Oder 

Prandtlschem Staurohr 

* Amount of air in the case of Qa = 2 kW, 25 C air inlet temperature and 760 Torr 

' air pressure: approx. 2 m=7min . t 

I Amount of air in the case of Qa = 1 kW. 25 C air inlet temperature and 760 Torr 

air pressure: approx. 1 m'7fTiln 

Drop of pressure on the radiator approx. 50 mm WS. The amount of air can be 
measured with a speciol meter (Rotameter) or PrandtPs pilot tube 
’ Quantity d’air 6 Qa = 2 kW., temperature d’air d’entr^e 25 C et pression 760 Torr : 
' env. 2 m^/min t 

Quantite d’air 6 Qo = 1 kW.. temperature d’air d’entree 25' C et pression 760 Torr : 

env. 1 m^/min. 

Perte de pression au refroidisseur env. 50 mm CE. Mesures des quantites d air ovec 
rotametre ou tube de PrandtI. 

Cantidad de oire con Qo = 2 kW. 25 C temperatura del aire de entrada y 760 Torr 

presibn de oire: aprox, 2 m'*/min t 

Cantidad de aire con Qo = 1 kW. 25 C temperotura del aire de entrada y 760 Torr 

presi6n de aire: aprox, 1 m^'min 

Calda de presibn en el refrigerodor oprox. 50 mm columno de ague. Mediciones 
de la cantidad de aire con el medidor sistema “Rota** o el tubo de embolse de 

“PrandtI”. 

Hierzu gehoren die ..Allgemeinen Betriebsbedingungen** 

Pleose refer to the **General Operating Conditions” 

Voir b ce sujet les fConditions gbnbroles de service* 

Se ruego presten otencibn a Ics “condiciones generales de servicio’ 
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VEB WERK FOR FERNMELDEWESEN SRL 452 


UKW-SENDETETRODE 
V. H. F Transmitting Tetrode 
Tetrode d’emetteur a ondes ultra-courtes 
Tetrodo emtsor de onda ultracorta 

I Beschreibung 

Die Rohre SRL 452 ist eine luftgekuhite MaRblld 

‘ Sendeletrode fur UKW- und Fernseh- mo- Abmenungei 

sender sowie fur Industriegeneratoren. 

Der SchirmgitteranschluB ist konzen- 
I trisch herausgefuhrt. Auf Wunsch kann 
diese Rohre ouch mil Wasserkuhlung 
geliefert werden. 

I Fruhere Typenbezeichnung: HF 2825. 

Description 

! This valve which bears the denotation 
SRL 452 is o transmitting tetrode which 
' Is cooled by air. It can be employed for 
V. H. F. and TV transmitters as well as 
for industrial generators. The grid 
connector is designed concentrically. 

At request, this valve is also available 
with water cooling. 

' Previous denotation: HF 2825. 




Description 

La lampe SRL452 est une l6troded’6mis- 
sion refroidie d I’air pour dmetteurs d 
ondes ultra-courtes el de tdidvision, 
ainsi que pour gdndratrices industriel- 
les. Le raccordement de grille-dcran 
est sorti concentriquement. Sur deman- 
de cette lampe peut dgalement dtre 
livrde d refroidissement d eou. Desi- 
gnation de type anldrieure: HF 2825. 

Descripci6n 

Lo vdlvulaSRL452 esuntdtrodoemisor 
refrigerada por oire para emisoras de 
onda ultracorta y de televisidn asi como 
para generadores industrioles. Desedn- 
doio puede suministrarse esta vdtvula 
tambidn con refrigeractdn por agua. 
Designacidn anterior del tipo: HF 2825. 


Socl'el ^on un*cn geg:n die 
St. fie geiehen 

Bale seen from beto • agamit 
Ihe pini 

Culol »o d'en boi cool re lc» 
broctiCB 

Zocalo *iito deidc oboio 
ho£l3 l31 aa«lt3» 
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SRL 452 


VEB WERK FOR FERNMELDEWESEN 



Allgemeine Daten 
General Date 
Donnies g6n6rales 
Datos generates 

Heizung: DirekI geheizte thorierte Wolframkatode 
Heating: Directly heated thoriated tungsten cathode 
Chauffage: filament de tungstene thorie directement chauff6 
Caldeo: Cdtodo de tungsteno ajuslado, de caldeo directo 

7.0 V 
ca. 68 A 

EirncholUtromitcR 

Filament Slorling Current Impulie: 125 A 

Coup de couront de miie en circuit. 

Incremento bruKO de corrlente ol conectar. 


u, 

If 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 2.7 kg 




StatischeWerte 

Statical Values 

Valeurs statiques 

Valores estdticos 


bei 

In the cate of 

ch.. 

con 

u. 

U** 

1. 

2 kV 

500... 600V 

1 A 

15 % 

bcl 

^ In the caic of 
chez 

con 

Uo 

Ug: 

lo 

2 kV 

400 V 

1 A 

17mA/V 



Betriebswerte 

Typical Operating Conditions 
Voteurs de service 

Valores de servicio 



AIj HF-Verstdrker in Katodenbasisschaltung. C-Betrieb 
A* H. F. Amplifier in Grounded Cothode Circuit. Clas$-C Operation 
Comme omplificotrice houte frdqoence en circuit ovec cothode d lo mosse. »ervice C 
Como retorzodor de olto frecuencio en conexidn de base de cdtodo. servicio C 

t 87 MHz to 1.2 A N„ 100 W 

Ua 4 kV l,j 150 mA N, - 3.5 kW 

U„ 500 V Ij, 110 m A 

U„ -180 V 
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SRL 452 


Max. Ratings 

uTlo, beif '30 MHz 
beif 100 MHz 

U,2 rnc/ • • ■ 

U mat 


Grenzwerte 

Valeurs limites Valores limites 


2.5 m 

Qc mc» 

2.5 

kW 

6 kV 

®g2 me* • • • 

. .220 

W 

5 kV 

Qg1 mo f - 

100 

W 


600 V 
2 A 


t 



Kapazitaten 

Capacitances Capaclt6s 

Ck Ca. 15 pF Cg1 g2 

Ct g2 CO- 'lO ^92 Q 

Cv a ca. 0.1 pF Cgi Q 


Capacidades 

ca. 33 pF 

. . ca. 13 pF 

ca. 0.9 pF 


Kiihlung 

Cooling Refroidissemcnt Refrigeracldn 

Lufimenge bci Q<. = 2,5 kW 25 • C Lufleiniritlstemperalur und 760 Torr Lufidruck; 
ca. 2.5 m*7min. Druckabfall am Kuhler ca. 60 mm WS. Luftmengenmessungen mit 
Rotamesser oder Prandtischem Staurohr. 

Amount of air in the case of Qo = 2,5 kW 25" C air inlet temperature and 760 Torr 
air pressure: approx. 2.5 m-'/min. Drop of pressure on the radiator approx. 60 mm WS 
The amount of air can be measured with a special meter (Rotameter) or Prandtl’s 
pilot tube. 

Quantity d’air d Qo = 2,5 kW, temperature d’air d’entrde 25- C. et pression de 
760 Torr: environ 2.5 m-’/min. Perte de pression ou refroidisseur. env. 60 mm CE. 
Mesures des guantites d’air avec rotamdtre ou tube de PrandtI. 

Cantidad de aire con Qq = 2.5 kW 25=" C temperature del aire de entrada y 760 Torr 
presidn de aire: oprox. 2,5 m^/min. Coida de la presion en el refrigerador aprox. 
60 mm cotumna de ogua. Mediciones de la cantidad de aire con el medidor sistemo 
*'Rota” o el tubo de embalse de “PrandtI”. 

Hierzu gehoren die ..Allgemeinen Betriebsbedingungen“ 

Please refer to the “Generol Operating Conditions 

Voir 6 ce sujet les Conditions g6n6rale5 de service 

Se ruega presten atenci6n a las “condiciones generoles de servicio” 

Katalog E — Auigobe Janucr 19S6 

VEB WERK FUR FERMMELDEWESEM 

BERLIN-OBERSCHONEWEIOE. OSTENDSTR. 1 -5. FERNRUF: 63 21 61. 63 2011 
FERNSCHREIBER: WF BERLIN 1302. DRAHTWORT: OBERSPREEWERK BERLIN 
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VEB WERK FOR FERNMELDEWESEN ^RL 352 


UKW-SENDETRIODE 
V. H. F. Transmiiting Triode 
Triode d emetteur a ondes ultra-courfes 
Triodo emisor de onda ultracorta 


Beschreibung 

Die Rohre SRL 352 ist eine luftgekiihlte 
Sendetrlode fur UKW- und Fernseh- 
sender sowie for Industriegeneratoren. 
Sie hat einen konzentrischen Gitter- 
onschlufi und Ist dadurch besonders 
fur Gifterbasisschaltung geeignet. 
Friihere Typenbezeichnung: HF 2958. 

Description 

The valve SRL 352 is an air-cooled 
transmitting triode, which can be em- 
ployed for V. H. F. and TV transmitters, 
as well as for Industrial generators. 
Owing to the concentric design of the 
grid cop or connector, it is especially 
suitable for use with grounded grid 
circuits. Previous denotation: HF 2958. 

Description 

Lo lampe SRL 352 est une triode d’6mis- 
sion refroidie d I’air pour dmetteurs d 
ondes ultro-courtes et de tdidvislon, 
oinsi que pour gdndratrices industri- 
elles. Elle o un roccordement de grille 
concentrique et est alnsi porticulidre- 
ment appropride pour circuits ompli- 
ficoteurs avec lo grilled lomosse. Ddsi- 
gnotion de type ontdrieure: HF 2958. 

Descripci6n 

Lo vdivulo SRL 352 es un triodo emisor 
refrigerodo por oire para emisoras de 
ondo ultrocorta y de televisidn asi 
como para generadores industrioles. 
Tiene una conexibn de rejilla concdn- 
trica prestdndose por etlo sobretodo 
pora lo conexibn de base de rejilla. 
Designocibn anterior del tipo: HF 2958. 




MoBbild 

mcK . Abmeiiungcn 


Sketch of Measure- 
ments 

mo». dimcrtilont 


Dessin cote 

Dirr.eniJoni mo»4: 


Croquis 

mcdidoi rr.t« 


Soc^el von unten gegen die 
Stifte gevehen 


Bote teen from belo* ogolntt 
tr:e pint 


CuloT vu d'en bat cortre let 
broc^et 


Zecoto •.tto oetde cbo;o 
hctta lot a3*4;at 
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SRL 352 


VEB WERK FOR FERNMELDEWESEN 



Allgemeine Daten 
General Doto 
Donnas g^n^roles 
Dotos generates 


Heizung: Direkt geheizte thorierte Wolframkatode 
I Heating: Directly heated thoriated tungsten cathode 
Chauffage: filament en tungst^ne thori^ directement chauffe 
• Caldeo: Cdtodo de tungsteno ajustado. de caldeo directo 


I Uf 7.0 V 

j If ca. 68 A 


EintchaltsfromstoB 
I Filament Starting Current Impulse 
I Coup de couront de mise en circuit 
I Incremento brutco de corriente ol conector 

1 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 2 kg 


Statlsche Werte 

Statical Values Valeurs statiques Valores estdtlcos 


D 


bei 

In the case of 
chet 
con 


u„ 




2..4kV 
1 A 


S 


bei 

In the cate of 
Chet 
con 


u. 


Iq 


2.5 kV 
1 A 


4.0 % 

18 mA/V 


Betriebswerte 

Typicol Operating Conditions 
Voleurs de service 
Votores de servicio 


All HF-Verstdrker in Gitterbasisscholtung. C-Betrieb 
As H. F. Amplifier in Grounded Grid Circuit. Cla$$-C Operation 
Comme amplificotrice haute frequence en circuit amptificoteur ovec lo grille 6 la 

masse, service C 

Como reforzador de alto frecuencio en conexidn de base de rejillo. servicio C 


f . 
Uo 

U. 

U 

Is 


88 MHz 
4.5 kV 
-250 V 
1,2 A 
0.3 A 


N., ... 600 W N ^ 3.2 kW 

ElnschlieSlich durchgereichter Leistjng 
Including the po«er •Mch is delivered from the grid 
circuit to the onode circuit via the inductances and 
ctipootanccs 

f compris la puissance p3ss^ 

Inclwso potencia tronsmitida 



I 

I 

I 
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I 



1 


/ min 

GrenzwerCe 

Max. Ratings 

Valeurs limites 

Valores limites 

1.5 m 

Oq max 

bei f 30 MHz 6 kV 

Oq max 

bei f^ 100 MHz 5 kV 

Ik max 

2 A 

mox 

2.5 kW 

Qg max 

150 W 

Cgk 

Kapazitaten 

Capacitances 

Capacit6s 

Capacidades 

ca. 23 pF 

Ca k • • 

ca. 0,4 pF 

Cg a 



SRL 352 


Kiihlung 

Cooling Refroidissement Refrigeroddn 

Luftmenge bei Qq = 2,5 kW. 25° C Lufteintrittstemperatur und 760 Torr Luffdruck 
ca. 2,0 m=*/mln. Druckabfoll am Kuhler ca. 60 mm WS. Luftmengenmessungen mil 
Rofamesser oder Prandtrschem Staurohr. 

Amount of air in the case of Qo = 2.5 kW, 25° C air inlet temperature and 760 Torr 
oir pressure: approx. 2,0 m®/min. Drop of pressure on the radiator approx. 60 mm WS. 
The omount of air can be measured with a special meter (Rotameter) or Prandtrs 
pilot tube. 

Quantity d*alr 6 Qq = 2.5 kW.. temperature d’air d*entre 25° C. et pression de 760 
Torr: env. 2.0 m®/min. Perte de pressiop^^du refroidisseur: env. 60 mm CE. Mesures 
des quantites d*alr avec rotamdtre puT^ube de PrandtI. 

Cantidad de oire con Qq = 2.5 kW. 25° C temperotura de aire de entrada y 760 Torr 
presi6n de dire dprox. 2.0 Caida de presidn en el refrigerador aprox. 

60 mm columna de dgua. Mediciones de la cantidad de aire con el medidor sistema 
‘•Rota” o el tubo de embalse de **Prendtl”. 

Hierzu gehoren die ..Allgemeinen Betriebsbedingungen” 

Please refer to the “General Operating Conditions” 

Voir 6 ce sujet les <^Conditions gen6roles de service > 

Se reguo presten otencibn o los “condiciones generoles de servicio” 



I 
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VEB WERK FOR FERNMELDEWESEN 


SRL 353 


UKW-SENDETRIODE 
V. H. F. Transmitting Triode 
Triode d’emetteur a ondes ultra-courtes 
Triodo emisor de onda ultracorta 


! 


Beichreibung 

Die Rohre SRL 353 ist elne luftgekiihlfe 
Sendefriode fiir UKW- und Fernseh- 
sender sowle fur Industrlegenera- 
toren. Sie hot einen konzentrischen 
GifleronschluB und ist dadurch beson- 
ders fUr Gilterbasisschaltung geeignet. 
Friihere Typenbezeichnung: HF 2780.L. g 

Description 

The valve SRL 353 is an air-cooled 
transmitting triode, which can be em- 
ployedfor V. H. F. and TV transmitters, 
as well as for Industriol generators. 
Owing to the concentric design of the q. 
grid cap or connector, it is especially 
suitable for use with grounded grid 
circuits. 

Previous denotation: HF 2780 L. 


1250 — w 


' n ’fr 

r 



\=i 

^ £ 




f5/ 0- 


Descrlption 

La iampe SRL 353 est une triode 
d’6mission. refroidie d Tair pour 
dmetteurs d ondes ultro-courtes et de 
tdl^vision. oinsi que pour generatrices 
industrielles. Elle a un raccordement 
de grille concentrique et est ainsi par- 
licuTierement appropriee pour cir- 
cuits ampliflcoteurs avec grille d la 
masse. 

Designation anterieure de type: 

HF 2780 L. 

Doscrlpctdn 

Lo vdivulo SRL 353 es un triodo emisor 
refrigerada por aire para emisoras de 
onda ultracorto y de television asi 
como paro generadores Industriales. 
Tiene uno conexidn de rejilla concdn- 
trica prestdndose por ello sobretodo 
pore una conexidn de base de rejillo. 
Designacidn anterior del tipo: 
HF2780L. 



MaQbild 

max. Abmessungen 


Sketch of Measure- 
ments 

max. dimensions 


Dessin cote 

Dimensions moxima 


Croquis 

medidas m&x. 


Socket von unten gegen die 
Stifte gesehen 


Bose teen from below against 
the pint 


Culot vu d'en bas contre let 
brocket 


Z6calo vtsto desde obaio 
hocio las ctavijos 
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SRL 353 


VEB WERK FOR FERNMELDEWESEN 



Allgemeine Doten 
General Data 
Donn6es g6n6rales 
Dates generates 


I Heizung: Direkt geheizte thorierte Wolframkatode Gewicht: 

I Heating: Directly heated thoriated tungsten cathode Weight: 

I Chauffage: filament en tungst^ne thori6, chauff^ directement Poids: 

I Caldeo: Cdtodo de tungsteno ajustado* de caldeo directo Peso: 

ca. 8,2 kg 


U, 5,3 V 

If CO. 150 A 


1 


EtnschoItttromitoO 

Fllomenf Storting Current Impulse 

Coup de couront de mlse en circuit 
Incremento brusco de corriente oi conectar 


^ 200 A 


StatischeWerte 
Statical Values 
Valeurs statlques 
Valores estdtlcos 

D 


S 


Betriebswerte 

Typical Operating Conditions 
Voleurs de service 
Valores de servicio 


be I 

In the cose of Uq 3 ... 5 kV 

cf'** la 1 A 

con 

bet 

In the case of Uo 3kV 

la 1 A ■ ■ ■ 

con 


2.0 % 

40 mA/V 


Ats HF-Verstdrker in Gitterbasisschaltung, C-Betrieb 
As H. F. Amplifier in Grounded Grid Circuit, Closs-C Operation 
Comme amplificatrice houte frequence en circuit ampHficateur avec grille d la 

masse, service C 

Como reforzador oe alta frecuencia en conexidn de base der rejitla, servicio C 


f 

Uo 

Up 

lo 


88 MHz 
6 kV 
—250 V 
3 A 
600 mA 


N», . . . 1,6 kW N ^12 kW 

ElnschlleBlich durchgereichter Lelslung 
Including the power which It delivered from the 
grid circuit to the anode circuit viathe inductances 
and capacitances 
Y compris la puissance poss^e 
Incluso potencia transmit! da 


I 

I 

I 

1 
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VEB WERK FOR FERNMELDEWESEN SRL 353 


Grenzwerte 

Max. Rotings Valeurs limites Valores limites 

Amin ^ 

Uama* beif 30 MHz 7 kV 

Uomax be\i< 100 MHz 6 kV 

U man ^ ^ 

Qon.ax 10 kW 

Qg 400 W 


Kopazftaten 

Copocitances Capacit6s Capacidades 

Cfl k ca. 60 pF 

Ca k ca. 0.8 pF 

Cg,,a ca. 31 pF 

Kuhlung 

Cooling Refroidissement Refrigeracidn 


Luftmenge bei Qq = 10 kW, 25° C Lufteintrittstemperatur und 760 Torr Luftdruck 
ca. ^0m^|rr^\r\ Druckabfalt am Kuhler ca. 60 mm WS. Luftmengenmessungen mit 
Rotamesser Oder Prandtischem Staurohr. 

' Amount of air In the case of Qa =10 kW. 25° C air Inlet temperature and 760 Torr 
^ air pressure: approx. 10 m®/min. Drop of pressure on the radiator approx. 60 mm WS. 

' The amount of air can be measured with a special meter (Rotameter) or Prandtl’s 
I p ilot tube. 

Quanlit6 d’air d Qq = 10 kW.. temperature d*air d’entrde 25° C et pression de 
I 760 Torr: env. lOm^/min. Perte de pression au refroldlsseur, env. 60 mm. CE. 

Mesures des quantitds d'air avec rotamdtre ou tube de Prandtl. 

* Cantidad de aire con = 10 kW. 25° C temperature del aire de entrada y 760 Torr 
I * presidn de aire aprox. 10 m^/mln. Caida de presidn en el refrigerador aprox. 60 mm 
columna de ague. Mediciones de la cantidad de aire con el medidor sistema *‘Roto" 

' o con el tubo de embclse de **Prandtr*. 

i Hierzu gehoren die ..Allgemeinen Betriebsbedingungen** 

Please refer to the “General Operating Conditions** 

Voir d ce sujet les < Conditions gdndrales de service» 

Se ruega presten otencidn a las “condiciones generales de servicio** 

Kotolog E — Ausgabe Jonuar 1956 

VEB WERK FUR FERNMELDEWESEM 

BERLIN-OBERSCHONEWEIDE. OSTENDSTR. 1— S. FERNRUF: 63 21 61. 63 20 11 
FERNSCHREIBER: WF BERLIN 1302. DRAHTWORT: OBERSPREEWERK BERLIN 


I 


I 

I 


Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 




Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 



Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 



VEB WERK FOR FERNMELDEWESEN 


SRW 353 


UKW-SENDETRIODE 
V. H. F. Transmitiing Triode 
Triode d emetteur a ondes ultra-courtes 
Triodo emisor de onda ultracorta 


1 


I 



[ 

I 


1 


Beschreibung 

Die Rohre SRW 353 ist eine wasser- 
gekuhite Sendetriode fur UKW- und 
Fernsehsender sowie fur Industrie- 
generatoren. Sie hat einen konzentri- 
schen GitteranschluB und ist dadurch 
besonders fur Gitterbasisscholtung ge- 
eignet. 

Fruhere T )rpenbezeichnung : HF 2780W 

Description 

The valve SRW 353 is a water-cooled 
transmitting triode, which can be em- 
ployed for V. H. F. and TV trans- 
mitters, as well as for industrial gene- 
rators. Owing to the concentric design 
of the arid cap or connector. It is 
especially suitable for use with groun- 
ded grid circuits. 

Previous denotation: HF 2780 W. 



MaBbild 

max. Abmessungen 


Sketch of Measure- 
ments 

max. dimensions 


Dessin cot6 

Dimensions maxima 


Croquis 


Description 

La lompe SRW 353 est une triode 
d*6mission refroldie d I'eau pour 
dmetteurs d ondes ultra-courtes et de 
tAldvision, ainsi que pour gdndratrices 
industrielles. Elle o un raccordement 
de grille concentrique et est oinsi par- 
tlcuTidrement oppropri^e pour circuits 
ompliflcateurs avec grille d la masse. 
Designation antdrieure de type: 

HF 2780W. 


Descripcidn 

La vdivula SRW 353 es un triodo emi- 
sor refrigerada por oguo para emiso- 
ras de onda ultracorta y de televisidn 
asl como para generadores industri- 
ales. Tiene una conexldn de rejilla con- 
cdntrica prestdndose por ello sobre- 
todo para una conexidn de base de 
rejilla. 

Designacidn anterior del tipo: 
HF2780W. 



medidas m4x. 


Sockel von unten gegen die 
Sllfte gesehen 


Base teen from below against 
the pins 


Cutot vu d'en bos centre let 
brocbes 


Z6cak> visto desde obojo 
hacia las clavifas 
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SRW 353 VEB WERK FOR FERNMELDEWESEN 


<%> 


General Data 


Allgemeine Doten 
Donnies g6n6rale$ 


Heizung: Direkt geheizte thorierte Wolframkatode 
Heating: Directly heoted thoriated tungsten cathode 
Chauffage: filament en tungst^ne thori4 chauff4 directement 
Caldeo: Cdtodo de tungsteno ajustado* de caldeo directo 

5.3 

ca. 150 


U( 

If 

EinicholtstromttoB 

Filament Storting Current Impulse ^ 200 

Coup de couront de mite en circuit 
Incremento brusco de corrlente al conector 


Dotos generates 

Gewicht: 

Weight: 

Poids: 

Peso: 

CO. 2.7 kg 


Statical Values 


Statlsche Werte 
Valeurs statiques 


Valores estdtlcos 


bel 


In the cote of Uq 

3...! 

chex L 

•o 

1 A 

con 


bel 


In the cote of Uq 

3kV 

chex Ig 

1 A 


40 mA/V 


Betriebswerte 

Typical Operating Conditions 
Voleurs de service Volores de servicio 

Als HF-Verstdrker in Gitterbosisschaltung. C-Betrieb 
As H. F. Amplifier in Grounded Grid Circuit, Class-C Operation 
Comma ampliflcatrice houte frequence en circuits ompliflcateurs avec grille d lo 

masse, service C 

Como reforzador de alta frecuencia en conexiOn de base de rejilla, servicio C 

Ua . . .-250 V lo 3 A 


f 88MHi 

L 600 mA 


Uo 

N., 


6 kV 
1.6 kW 


N. 


12 kW 


Als HFWerstdrker in Kotodenbasisscholtung, Selbsterregung, C-Betrieb 
As H.F. Amplifier In Grounded Cathode Circuit. Self-Excitation, Class-C Operation 
Comma ampliflcatrice haute frequence circuit cathode d la mosse, outo-excitation 

service C 

Como reforzador de alta frecuencio en conexidn de base del cdtodo. outo* 
excitacidn. servicio C 


f 

lo 


.400 kHz 
. 4.5 A 


Uo 


7 kV 


Uo 


-300 V 


L .800 mA 


^ 20 kW 
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VEB WERK FOR FERNMEIDEWESEN 


SRW 353 


Grenzwerte 

Max. Ratings Vaieurs limltes Valores llmites 

>min 1.5m Uamoxbeif^ 30 MHz 7 kV 

U moK 5 A Uq ifjQx bei f ^ 100 MHz 6 kV 

max ^00 W Qa 15 k W 

Kapazitaten 

Capacitances Capacit6s Capacidades 

Cfl/k CO. 59 pF Ca/k ca. 0.8 pF Cg a ca. 35 pF 


Kuhlung 

Cooling Refroidissement Refrigeracidn 

Kuhlwassermenge bei Qq = 15 kW ^15 |/min 

Kiihlwasseraustrittstemperatur ^ 65 ° c 

Kuhlwasserdruck max5at0 

Amount of Cooling Water in the case of Qq = 1 5 kW ^15 l/min 

Temperature of the Cooling Water at Outlet ^ 65® C 

Pressure of the Cooling Water max 71.12 Ibs/sq. in. 

Quantity d’eau de refroidissement d Qa = 15 kW ^15 l/min 

Temperature de sortie de Teau de refroidissement < 65® C 

Pression de Teau de refroidissement ^5 kg/cm- eff. 

Cantidod de ogua de refrigeroci6n con Qq =: 15 kW ^15 l/min 

Temperature del ague de refrigeracidn de salida ^ 65® C 

Preside del aguo de refrigeracidn max 5efm. 


Hlerzu gehdren die ..Allgemeinen Betriebsbedingungen" 

Pleose refer to the **General Operating Conditions'* 

Voir d ce sujet les «Conditions gdndrales de service» 

Se ruego presten atencidn a los "condiciones generoles de servicio" 


Katoloo E — Auigobe Januar 19S6 

VEB WERK FUR FERNMELDEWESEM 

BERLIN-OBERSCHONEWEIDE. OSTENDSTR. 1— S. FERNRUF: 63 21 61. 63 20 11 
FERNSCHREIBER: V)/F BERLIN 1302. DRAHTWORT: OBERSPREEWERK BERLIN 
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VEB WERK FOR FERNMELDEWESEN 


SRL 354^ 


UKW-SENDETRIODE 
V. H. F. Transmitting Triode 
Triode d emetteur a ondes ultra-courtes 
Tribdo emisor de onda ultracorta 


Beschreibung 

Die Rohre SRL 354 ist eine luftgekuhite 
Sendetriode fur UKW- und Fernseh- 
sender sowie fur Industriegeneratoren. 
Sie ist vollkonzentrisch aufgebaut und 
daher besonders fur Gitterbasisschal- 
tung geeignet. Auf Wunsch kann diese 
Rohre ouch mit Wosserkuhlung gelie- 
fert werden. 

FrOhere Typenbezeichnung: HF 2826. 

Description 

The valve SRL 354 is on air-cooled 
transmitting triode for use with V. H. F. 
and TV transmitters, as well as for in- 
dustrial generators. It Is designed fully 

concentric.therefore especially suitable 
for grounded grid circuits. At request 
this valve is also availablewith water- 
cooling. 

Previous denotation: HF 2826. 

Description 

La lompe SRL 354 est une triode 
d*6mis$lon refroldled Talr pour 6mef- 
teurs 6 ondes ultro-courtes et de 
t6l6vision, oinsi que pour g6n6rotrices 
industrielles. Elle est de construction 
entiirement concentrique et oinsi par- 
ticuli6rement oppropri6e oux circuits 
omplificateurs avec grille 6 la mosse. 
Sur demonde cette lampe peut 6gole- 
ment 6tre llvrde ovec refroidissement 
6 Teau. 

D4signolion anl6rieure de type: 

HF 2826. 


MaBbild 

max. Abmessungen 



Sketch of Measure- 
ments 

max. dimensions 


Dessin cot6 

Dimensions maxima 


Croquis 

medidos m&x. 


Descripci6n 

La vdivula SRL 354 es un triodo emisor 
refrigerodo por a ire pare emisoras de 
ondo ultracorto y detelevisidnasicomo 
pare generadores industrioles. Su eje- 
cucidn es del todo conedntried prestdn- 
dose por ello sobretodo paro una 
conexibn de base de rejillo. Desedn- 
dolo puede suministrorse esto vdivulo 
tambidn con refrigeracidn por oguo. 
Designacidn anterior del tipo: HF 2826. 
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SRL 354 * VEB WERK FOR FERNMELDEWESEN 


Allgemeine Oaten generoles 

_ ^ Donn6es g€n€ra\es 

Cenerol Data Gewicht: 

• nirekt aeheiHe Ihorierle Wolframkat^e Weight: 

r,.», 

Uj ca. 160 A 

eloKholtitromitofl ^ 270 A 

Fllomeni Storting Current Impulse — 

Coop de couront de mise en dret; t 
Incremento broico de corrlente ol conector 

StotlseheWerte Volores est6tlcos 

Valeurs statiqoes 

Statical Values 

bel Ua 2 ^ 

in the cose of 

^ «hei L 1 A 

con 

»»®‘ u 3 40 mA/V 

in the cose of 

^ '•>“ la t A 

Betrlebswerte Vnlores 0* tervldo 

pegel pour nWeou du noir. 

Refuerio de olto frecoenelo en 

H. F. ompirncotlon In TV 5, ,elevisl6n. con.xWn de b«e de 

and grounded grid «>*'«'''**• ^ ® reiillo. servleloB coo modoloddn n^ 

Operollon with negative modulation. Volores poro el nivel negr . 

Values for block level. far schwonpegef 

a for block level 5.3 kW 

I ... 170 MHx I. four nl«.» <•« 

paro nivel negro 

B . . . 10 MHx Iq fur Synchronlsotlonspegel 

geirW far lynchronlsonon level 10 kW 

U 3,7 kV N»1 ...1.7^^ N.. pournlveoodetynchrtmieowon 

* poro nivel de elneroottoddo 

U. .-55 V 
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VEB WERK FOR FERNMELDEWESEN SRL 354* 


HF-Verstarkung. Gitterbasisschaltung, C-Betrieb 
H. F. amplification, grounded grid circuits, class C-Operatlon 
Amplification haute frequence, circuits amplificateurs avec grilled la masse, service C 
Refuerzo de alta frecuencia, conexidn de base de rejilla, servicio C 

f 88MHz Ug -250 V Ig 0,55 A ^10kW 

Ua 6 kV la 2.6 A N.t 1.6 kW 



Grenzwerte 

Mox. Ratings Valeurs limltes Volores limites 

i-a 

Ua „„ bei f g 30 MHz 7 kV 

Ua„o. beifglOOMHz 6 kV 

Ik mox « A 

Qomox 10 kW 

Q,mox beif^lOOMHz 400 W 

bei f - 200 MHz 350 W 


Kapozitiiten 

Copacitancos Copoclt6s CapacI dados 

Ck/g ca*56pF Ck/a ca. 0,8pF Cg/a ca. 28pF 

^ Kuhlung 

Cooling \ Refroldlssoment Refrlgerocl6n 

Luftmenge bei Qq = 10 kW^5° C Lufteintrittstemperatur und 760 Torr Luftdruck 
ca. lOm Vmln. Druckabfall ail Kuhler ca. 60 mm WS. Luftmengenmessungen mit 
Rotamesser Oder Prondtlschem^taurohr. 

Amount of air In the case of Qo\ 10 kW, 25® C air Inlet temperature and 760 Torr 
air pressure ca. 10 m-’/mln. Drop^of pressure on the radiotor approx. 60 mm WS. 
The amount of air can be measured with a special meter (Rotameter) or Prandtl’s 
pitot tube. ' 

Quontltd d*alr d Qo = 10 kW, ten^drature de Tair d’entrde 25® C. ct pression 
760 Torr co. 10 m'Vmln. Perte de pression ou refrotdisseur. env. 60 mm CE. Mesures 
des quantltds d'oir avec rotamdtre ou tube de ProndtI. 

Cantidod de aire con Qq = 3 10 kW. 25® C temperature del aire de entroda y 760 Torr 
presidn de aire co. 10 m'Vmln. Coida de la preside en el refrigerador aprox. 60 mm 
columna de ogua. Mediciones de la cantidad de aire con cl medidor sistema “Rota” 
o el tubo de embalse de “ProndtI”. 

Hierzu gehOren die ,»Allgemelnen Betriebsbedingungen” 

Please refer to the “General Operating Conditions” 

Voir d ce sujet les »Conditions gdndrales de service» 

Se reguQ presten otencidn a los “condiciones generales de servicio.” 


I 

t 

I 


I 
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SRL 354* 


VEB WERK FOR FERNMELDEWESEN 



Katoiog E ^ Ausgab« Januar 1956 


VEB WEBK FUB FEHMMELDEWESEM 

BERLIN-OBERSCHONEWEIDE. OSTENDSTR.1— 5. FERNRUF: 63 21 61. 63 2011 
FERNSCHREIBER: WF BERLIN 1302. ORAHTWORT: OBERSPREEWERK BERUN 
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VEB WERK FOR FERNMELDEWESEN 


SRW 356 


SENDETRIODE 
Transmitting Triode 
Triode generatrice 
Triodo emisor 


Beschrcibung 

Die Rdhre SRW 356 ist elne wosser- 
gekOhlte Sendetriode mit groBer Lei> 
sfung fiir Rundfunksender In Gitfer- 
und Anodensponnungsmodulotion so- 
wie fUr Industriegeneratoren. 

FrUhere Typenbezelchnung: RS 558. 

Dascriptlon 

The valve Type SRW 356 Is a >vater- 
cooled fransmitfing triode with large 
output to be applied for broodcasting 
tronsmitters In grid and anode modu- 
lotlon, os well os for Industrial genera- 
tors. 

Previous denotation: RS 558. 



MoBblld 

max. Abmessungen 


Sketch of Measure- 
ments 

max. dimensions 


Dessln cot6 

Dimensions maxima 


Croquis 

medldas mix. 


Dotcriptlon 

Lo lompe ‘SRW 356 est une triode 
d'4mlsslon refroldle 6 Teou d gronde 
puissance pour 6metteurs de rodio en 
modulation por grille et onodlque, 
QinsI que pour g6n6rotrices Industrl- 
elles. 

D4si9nQtion de type ont6rieure:RS558. 


Doscripci6n 

Lo vdivulo SRW 356 e$ un triodo emisor 
refrigerada por oguo con gran po- 
tencio pora emisores de rodio en 
modulocl6n de rejilla y de 6nodo asl 
como poro generadores industrioles. 
Designoddn onlerior del tipo: RS 558. 


i 

I 

I 

I 

I 
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SRW 356 


VEB WERK FOR FERNMELDEWESEN 



Allgemeine Doten 
General Doto 
Donates g6nteales 
Dotos generales 


Heizung: DIrekt geheizte, Ihorierte Wolframkotode 
Heodng: Directly heated thorlated tungsten cathode 
Chauffage: filament de tungstdne. thorl6 chaoff6 directement 
Caldeo: Cdtodo de tungsteno ajustado» de caldeo directo 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 8 kg 


StotlscheWerte 
Stoticol Volues 
Voleurs stotiques 
Volores estdtlcos 


in eat* of 
D elm , 

ran 


8...10kV 
1 A 


S 


b«i 

In thn COM of 
chat 
con 


U. 12 kV 
I. 3A 


1 % 

30mA/V 


BvtrlsiMwarta 

Typical Operating Conditions 
Valours do sorvico 
Valeros do sorvlde 

Als HF-Ver»iarker itn B-B«lrleb 
H. F. Amplifier In Class-B Operation 
Comme ampllfieolrlee hoote frOquence en service B 
Como retorsodor de olio frecuendo en servldo B 

f 400kHz l« 

« kV '« 

U, -W V N, 


5 A 
1A A 
^40 kW 
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VEBWERK FOR FERNMELDEWESEN 


Grenzwerte 
Max. Ratings 
Valeurs limites 
Valores limites 


SRW 356 


^ min 

Uo max ohne Modulation 
Uomax without modulation 
Uo max sans modulation 
Uo max sin modulocibn 

Uomax bci Anodenspannungsmodulation (max. Trdgerleistung 26 kW) 

Uo max in the case of anode modulation (max. carrier output 26 kW) 
Ua max ^ modulation anodique (puissance porteuse maximum 26 kW.) 
Ua max Con modulaci6n del onodo (potencia mdx. del portador 26 kW) 

Qa max 25 kW Qg max 


15 m 

12 kV 


10 kV 

1 kW 


^k/g 


Kapazitdten 

Capacitances 

Capacit6s 

Capacidades 

CO. 83pF Cko CO. 9pF Cg, co. 36 pF 


Kuhlung 

Cooling Refroldissement 

Kuhlwassermenge bei Qo = 25 kW 

KOhlwasseraustrittstemperatur 

Kuhlwosserdruck 

Amount of Cooling Water In the case of Qo = 25 kW . 

Temperature of the Cooling Water of Outlet 

Pressure of the Cooling Water 

Quantit6 d*eau de refroidissement d Oq = 25 kW. . . 
Temperature de sortie de Teau de refroidissement . . 
Pression de Teou de refroidissement 

Cantidod de ogua de refrigeracidn con Qo = 25 kW 
Temperotura del ogua de refrigerocidn de soltda . . 
Presi6n de oguo de refrigerocidn 


Refrigeracidn 

25 l/mift 

65^ c 

max 5 atu 
^ 25 l/min 

< 65° C 
max 71*1 2 

Ibs/sq. in. 
25 l/min 

< 65° C 

max 5 kgjcm* eff. 

> 25 l/min 
65° C 
max 5 ofm. 
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SRW 356 VEB WERK FOR FERNMELDEWESEN 

I 

Betriebsbedingungen 
Stipulations for Operation 
Conditions de service 
Condiciones de servicio 

Das Einschalten der Heizung erfoigt am vorteilhaftesten durch einen hand- Oder 
I motorgesteuerfen Regeltransformator. Es kann aber auch in zwei Stufen nach 
' folgenden Bedingungen vorgenommen werden: 

1. Stufe; Max, Einschaltspannung Uf = 9 V 

2. Stufe: Nach 10 sek. umschalten auf 

Betriebsspannung Uf ^ 18 V 

Beim Betrieb der Rohre ist ein Anodenschutzwiderstand von 200 Ohm zu verv/enden. 

Bei gitlergesteuerten Gleichrichtern kann der Wert auf 100 Ohm verringert werden. 

Bei Fremdsteuerung muB die Rohre mit einer Trdgersperre versehen werden, damit 
bei Uberschidgen in der Rohre der Trdger sofort gesperrt wird. Von besonderer 
Wichtigkeit ist, dafl die Rohre in der Senderschaltung mit wirkungsvollen Rohren- 
schutzmitteln (Ignitron, lonotron) ausgestottet ist. die bei einem Rohrenuberschlag 
j die Rohre wirksam schutzen. 

I 

The switching-on of the heating is made in the most advantageous way by a manual 
: or motor-controlled regulating transformer. It can also be carried out in two stages 
i occording to the following stipulotions: 

1*’ Stage: Max. Filament Starting Vol- 
tage U, = 9 V 

2"^ Stage: After 10 seconds switching 

over to the operating voltage Uf = 18 V 
For a valve in operation, a plate protective resistor of 200 Ohms must be applied; 
the volue can be reduced to 100 Ohms when a grid-controlled rectifier is used. 

' By external control the valve must be provided with a carrier suppressor, in 
order to block the carrier at once in the case of punctures within the valve. A most 
important factor is. thot the valve applied in the transmitting circuit should be pro- 
; vided with effective means of protection (ignitron or ionotron) efficiently guarding 
I the volve when a puncture occurs. 
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VEB WERK FOR FERNMELDEWESEN 


SRW 356 


La mise en circuit do chouffoge se (ait le plus favorablement par on transformateur- 
r^gulaieur command^ d la main oo par moteur. Elle peut toutefois dire faite en deox 
Echelons d’apr^s les conditions suivantes: 

1. Echelon: tension de mise en circuit 

maximum Uf = 9 V 

2. Echelon: commuter opr^s 10 sec. sur 

tension de service Uf = 18 V 

tors de la mise en service de la lampe. one rdsislance de protection anodiqoe de 
200 Ohms sera cmployde. Dons les redresseurs commandds par grille, la valeor peot 
fitre rdduite d 100 Ohms. Lors de commande dirangdre, la lampe doit dire pourvoe 
d'un blocege de porteuse. afin que lors de ddchorge dans la lampe. la porieose 
poisse dtre immddialemeni arrdide. II est d’one importance capitate que la lampe 
soil garnie de moyens de protection efficaces (ignilron. ionotron). lesqoels prdservent 
efficacement la lampe lors de d6charge. 

La conexi6n del caldeo se efectua del modo mas favorable por medio de un trans- 
formador de regulacibn accionado a mono o por motor. Mas tambi6n se puede 
cfecluar esM conexi6n en dos escalones segun las siguientes condiciones: 

1. escal6n: tensi6n max. de conexi6n Uf = 9 V 

2. escal6n : despu^s de 10 seg. conectar 

a una tensidn de servicio Uf = 18V 

Ouronte el servicio de lo vdivola hay que empleor ona resistencio de proteccibn del 
dnodo de 200 ohmios. Troldndose de reclificadores regulados por rejillo puede 
disminuirse el volor a 100 ohmios. Con una regulacidn ajena liene que equiporse lo 
vdivula con un cierre-portador para que el portador quede enseguida bloqueado al 
producirse cortocircuilos en la valvula. De gran imporlancia es que lo vdivulo en 
conexibn de emisoras esid equipoda con medios eficoces de proleccibn (ignitrono. 
ionotrono) poro preservorlo de daflos por cortocircuilos. 
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SRW 356 


VEB WERK FOR FERNMELDEWESEN 
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SRW 357 


SENDETRIODE 
Transmitting Triode 
Triode generatrice 
Triodo emisor 


1 

t 


Beschreibung 

Die Rohre SRW 357 ist eine wasser- 
gekuhlfe Sendetriode mit groBer Lei- 
slung fur Rundfunksender in Gitter- 
und Anodenspannungsmodulation so- 
wie fur Industriegeneratoren. 

Fruhere Typenbezeichnung: RS 566, 

Description 

This valve which is listed as Type 
SRW 357 is a water-cooled transmitting 
triode with large output applied for 
broadcasting receivers in grid and 
anode modulotion. as well as in 
industrial generators. 

Previous denototion: RS 566. 





MaBbild 

max. Abmejsungen 


Sketch of Measure- 
ments 

max. dimensions 


Dessin cot6 

Dimensions moximo 


Croquis 

medidas mAx. 


Description 

La lampe SRW 357 est une triode 
d'6mission refroidie d Teou d grande 
puissance pour dmetteurs de radio en 
modulotion por grille et anodique, 
oinsi que pour gdndrotrices industri- 
elles. 

Ddsignotion de type ant6rieure:RS 566. 


Descripcidn 

La vdivula SRW 357 es un triodo emisor 
refrigerada por ogua con gran po- 
tencia pare emisoras de rodio en mo- 
dulocidn de rejillo y de dnodo asi como 
generadores indostriales. 

Designocidn onterior del tipo: RS 566. 
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SRW 357 


VEB WERK FOR FERNMELDEWESEN 



General Dato 


Allgemeine Doten 

Donnies g6n6rales Dates generates 


Heizung: Direkt geheizte, thorierte Wolframkatode 
Heating: Directly heoted thorioted tungsten cathode 
Chauffage: filament de tungstdne. thori6 directement chauff6 
Caldeo: Cdtodo de tungsteno ajustado. de caldeo directo 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 18 kg 


StatischeWerte 
Statical Values Valeors statiques 


O 


bel 

m the coje of 
chez 
con 


Uo 10...12kV 
U 2A 


S 


bel 

In the cote of 
Chez 
con , 


Uo 

la 


12 kV 
6 A 


Valores estdticos 


2 % 


50 mA/V 


Betriebswerte 

Typical Operating Conditions Valeors de service Valores de servicio 


f . 
U. 
U, 


f . 

u. 


Als HF-Verstarker im B-Betrieb 
As H. F. Amplifier in Class-B Operation 
Comme amplificatrice haute frequence en service B 
Como reforzador de alta frecuencia en servicio B 

400 kHz V ^ 

10 kV Ig * ^ 

_140 V N. ^lOOkW 


Selbsterregung, C-Betrieb« Katodenbosisscholtung 
Self-excitation, class C-Operation. cathode base circuit 
Auto-excitation, service C, couplage de base d cathode 
Auto-excitocidn, servicio C. ocoplamiento de base al cdtodo 


400 kHz Ug 

13 kV to 


-1500 V Ig 

13 A N. 


3.5 A 

^lOOkW 
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VEB WERK FOR FERNMELDEWESEN 


SRW 357 


Grenzw«rte 
Max. Rotings 
Valeurs limites 
Valores 1 1 mites 


^ mm 
Uo mo* 
Ua mox 
Uq max 
Ua max 
Uq max 
Uq max 
Uq max 
Ua mox 
®a max 
max 


100 m 


ohne Modulation 
without modulation 
sons modulation 
sin modulaci6n 


bei Anodenspannungsmodulation (max. Tragerleistung 65 kW) 
in the case of anode voltage modulation (max. carrier output 65 kW) 
d modulation de tension anodique (puissance porteuse maximum 65 kW) 
con modulacidn de tenisdn del dnodo (potencia mdx. del portador 65 kW) 

120 kW 

5 kW 


Capacitonces 

Ck/Q 

Cg Q 


Kapozitaten 

Capocitds 


Capacidades 

ca. 125 pF 
ca. 7.5 pF 
ca. 77 pF 


I 


Kuhlung 

Cooling 

Refroidissement 

Refrigerocl6n 

Kuhlwossermenge bei Qq = 120 k./ 

Kuhlwosseraustrittstemperatur 

Kuhlwasserdruck 

Amount of Cooling Woter in the case of Qa = 120 kW 

Output temperature of the Cooling Water 

Pressure of the Cooling Water 

Quantity d'eou de refroidissement d Qq = 120 kW. . . 
Tempdroture de sortie de Teou de refroidissement . . . 

Pression de Teou de refroidissement 

Cantidod de ogua de refrigeracidn con Qq == 120 kW 
Temperotura del ague de refrigeracidn de solida . . 
Presidn de oguo de refrigerocidn 


^ 100 l/min 
^65°C 
max 5 atii 
^ 100 t/min 
<65^C 
max 71,12 

Ibs/sq. in. 
^ 100 l/min 
^65^C 
max Skg/cm'eff. 
^ 100 l/min 
^ 65 ^ C 
mox 5 ofm. 
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' Betriebsbedingungen 

Stipulations for Operation 
' Conditions de service 

Condiciones de servicio 

Dos Einschalten der Heizung erfolgt am vorteilhaftesten durch einen hand- Oder 
, motorgesteuerten Regeltransformator. Es kann aber auch in zwei Stufen nach fol- 
I genden Bedingungen vorgenommen werden: 

j 1. Stufe: Max. Einschaltspannung Uf = 9 V 

, 2. Stufe: Nach 10sek. umschalten auf 

Betriebsspannung Uf = 18V 

: Bei Schaltungen mit einem Modulationstransformotor im Anodenkreis (Modulation 
I in der Vorstufe oder Telegrafiebetrieb) soil der Anodenschutzwiderstand bei Ver- 
’ wendung von einem giftergesteuerten Gleichrichter mIt Spannungsschaltung durch 
; eln Schnellrelais 25 Ohm betragen. Die Spannung zum Sperren der Rohre in selbst- 
erregtem Schwingbetrleb betragt: 

Ug, - 2 kV mit Anodenlast, Ug, — 5 kV ohne Anodenlast 
Bei Fremdsteuerung muB die Rohre mit einer Tragersperre versehen werden. damit 
bei Uberschldgen in der Rohre der Trdger sofort gesperrt wird. Von besonderer 
Wichtlgkeit ist, doB die Rohre in der Senderschaltung mit wirkungsvollen Rohren- 
' schutzmittein (Ignitron, lonotron) ausgestattet ist, die bei einem Rohrenuberschlog 
die Rohre schutzen. 

, The switching-on of the heating is done in the most advantageous way by o manual 
or motor controlled regulating transformer. It can also be realized in two 
stoges according to the following stipulotions: 

I 1** Stage: Max, Filament Starling Voltage Uf = 9 V 

2''‘^ Stage: After 10 seconds switching 

over to the operating voltage Uf = 18 V 
In the case of circuits which have a modulation transformer in the anode arrange- 
ment (modulation in the auxiliory stage or telegraphic operation), the plate 
protective resistor, when opplied with a grid controlled rectifier, should lood 
25 Ohms with a voltage connection through a rapid relay, 
i The blocking voltoge of the volve in self-excitotion oscillation omounts to 

Ug, - 2 kV with anode load, Ug, - 5 kV without anode load 
In the case of external control, the valve must be provided with a carrier suppressor. 
In order that in the case of a puncture in the valve the carrier is at once blocked. 
A most importont foctor is that the valve which is applied in a transmitting circuit 
should be provided with effective protecting devices (ignitron or ionotron). guarding 
the valve when o puncture occurs. 



1 

I 

I 
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La mise en circuit du chauffage se fait le plus favorablement par un transformateur- 
r^gulateur command^ d la main ou par moteur. Elle peut toutefois etre faite en deux 
dchelons suivant les conditions suivantes: 

1. dchelon: tension de mise en circuit 

maximum Uf = 9 V 

2. dchelon: commuter apres 10 sec. sur 

tension de service Uf = 18 V 

Lors de couplages avec un tronsformateur modulateur dans le circuit anodique 
(modulation d faible niveau ou service tdldgraphique) lo resistance de protection 
anodique sero de 25 Ohms lors de Temploi d*un redresseur commandd par grille 
avec couplage de tension par un relais rapide. La tension pour Tarret de la 
lampe en service oscillant auto-excitateur est de: 

Ug, — 2 kV. avec charge anodique. Ug, — 5 kV. sons charge anodique 
Lors d'excitation inddpendante, la lompe doit §tre dquipde d’un arret porteur, ofin 
que le porteur soil immediatement arrdtd lors de ddcharge dans la lampe. II est 
d'une importance copitale que la lampe soit garnie de moyens de protection efficaces 
(ignitron. ionotron), prdservant la lampe lors de ddchorges. 


Lo conexidn del coldeo se efectua del modo mas favorable por medio de un Irons- 
formador de regulacldn occionado a mono o por motor. Mas tambiSn se puede 
efectuar esta conexidn en dos escolones segun las siguientes condtciones: 

1. escaldn: tensidn mdx, de conexidn Uf = 9 V 

2. escaldn: despu6s de 10 seg. conectar 

a una tensidn de servicio Uf = 18 V 

Conectando por medio de un transformador de modulacidn en el circuilo del dnodo 
(modutacidn en el escaldn preliminar o servicio de telegrafia) debe de suponer la 
resistencia de proteccidn del dnodo 25 ohmios al empleor un rectificador regulado 
por rejillo en conexidn de tensidn por medio de un reld rdpido. La tensidn para 
bloquear la vdivula en servicio oscilante de auto-excitacidn es la sigulente: 

Ug, — 2 kV con corga anddico. Ugj — 5 kV sin corgo anddico 
Con una regulacldn ajena tiene que equiparse la vdivula con un cierre-portador 
para que el portodor quede enseguida bloqueado al producirse cortocircuitos en la 
vdivula. De gran importoncio es que la vdivula en conexidn de emisoros estd equi- 
podo con medlos eficoces de proteccidn (ignitrono. ionotrono) para preservarla de 
doftos por cortocircuitos. 
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VEB WERK FOR FERNMELDEWESEN 


GRS 251 


HOCHSPANNUNGS-GLEICHRICHTERROHRE 
High Tension Rectifying Valve 
Tube redresseur haute tension 
Valvula rectificadora de alta tension 


Beschreibung 

Die Rohre GRS 251 ist eine Hoch- 
vokuumrohre, die zum Gieichrichlen 
hochgespannter Wechselstrome ver- 
wendet werden kann. 

Fruhere Typenbezeichnung: AG 1006. 


Description 

The valve GRS 251 is of a high vacuum 
design, which can be employed for rec- 
tifying high tension alternoting cur- 
rents. Previous denotation: AG 1006. 

Description 

Lo lampe GRS 251 est un tube d vide 
poussd, pouvant 6tre utilise au redres- 
sement de couronts alternatifs haute 
tension. 

Ddsignotion de type antdrieure: 

AG 1006. 

Descripcidn 

La vdlvulo GRS 251 es uno vdivula de 
alto vacio que puede emplearse pora 
rectificor corrientes alternas de alta 




Maf^bild 

max. Abmessungen 


Sketch of Measure- 
ments 

max. dimensions 


Dessin cot6 

Dimensions maximo 


Croquis 


Socket von unfen gegen die 
Stifte geschcn 


Bose seen from beto« against 
the pins 


Cuiot vu d'en bas contrc (cs 


Designacidn anterior del tipo: AG 1006 


Zbcolo xtsto desde obOfO 
hoOa tos ckaxlfas 
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Allgemeine Daten 
General Data 
Donnies g^n^rales 
Datos generales 

Heizung: Direkt geheizte Wolframkatode 
Heating: Directly heated tungsten cathode 
Chauffage: filament de tungstdne chauff6 directement 
' Cdtodo de tungsteno ajustado. de caldeo directo 

I 

' Uf 3 V 

ca. 3 A 

StattscheWerte 
Stoticol Values 
Valeurs statiques 
Valores estdtlcos 

R ^ 1000 il 

Grenzwerte 
Mox. Rotings 
Voleurs 1 1 mites 
Valores llmltes 

Oo tperr mo* bei 150 mA Spitzenstrom 25 kV 
Oo tpcrr max ‘o the cosc of 150 mA peak current 25 kV 
Oa iperr mo* 6 150 mA de couront de crfite 25 kV 
Oq tporr mo* con 1 50 A de corriente mdx. 25 kV 

lo mo* bis zu einer Spitzenspannung von 12 kV Scheitelwerl: 

300 mA 

toma* «P lo o voltage of 12kV peak amplitude 300 mA 
lo mo* jusqu’d one tension decrfile del 2 kV., amplitude de 300 mA 
lo mi* hosta una tensidn mdx. de 1 2 kV : valor de amplitud 300 m A 

Qomo. 15W 


Kopazitaten 

Capacitances 

Capocltds 

Capacidades 

Cko ca. 1...2pF 


Gewicht: 
Weight: 
Poids: 
Peso: 
ca. 1 20 g 
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Betriebsbedingungen 
Stipulations for Operation 
Conditions de service 
Condiciones de servicio 

Der angegebene Heizspannungswert ist auf 3% konstant zu halten. Uberheizung 
fuhrl zur schnellen Zerstorung des Gliihfadens. Bei Unterheizung nimmt der innere 
Wtderstand und damit die Elektronengeschwindigkeit zu. Ansteigende Anodenver- 
' lustlelstung hat eine Uberlastung der Anode zur Folge. AuRerdem tritt an der Ventil- 

’ anode eine Rontgenstrahlung auf. Diese kann, insbesondere bei starker Stroment- 

' nahme, sehr leicht ein Vielfaches der Toleranzdosis erreichen. 

Typische Zeichen fur eine Unterheizung sind: 

1. Plotzlicher groBer Spannungsabfall im Rohrenkreis 

2. Gluhen und Rontgenstrahlenemission der Anode, evti. Fluoreszieren 
des Glases im Rohrenkolben. 

Bei Schaltungsanordnungen ist darouf zu ochten, daB die Sockeihulse Katoden- 
potential besitzt. 


The indicoted filament value must be held constant on ± 3%.Overheoting will lead 
to quick damage of the incandescent filament, whereas in the case of underheating 
the internal resistance and thereby the electron velocity will incrase. 

An increase of the plote dissipation results in overlooding the plate, furthermore 
x-rays will appear on the volve anode. 

This may easily produce o multiple of the tolerance dose, especially in the case of 
heavy current consumption. 

The following are typical signs of underheating: 

1. Sudden and large voltage drop in the volve circuit. 

2. A glowing ond x-roy emission of the plote, perhaps fluorescence of 
the gloss in the bulb of the volve. 

When arranging circuits, care must be taken that the base shell has a cathode 
potentiol. 
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la valeur de tension de chauffage indiqu 6 e est d maintenir constante d ± 3%. Le 
surchauffage conduit d la destruction rapide du filament. Lors de sous-chauffage la 
rdsistance intdrieure et ainsi la vitesse d’dlectrons augmente. Une puissance de pertes 
anodiques croissante entraine une surcharge de I’anode. En outre une radiation X 
est provoqude d I’anode d clapet. Celle-ci peut obtenir trds facilement un multiple de 
la dose de toldrance. surtout d forte prise de courant. 

Les signes caractdristiques d*un sous-chauffage sont: 

1. Brusque et grande perte de tension dans le circuit de la lampe. 

2. L*anode rougit et dmet des rayons X. fluorescement dventuel du 
verre dans Tampoule de la lampe. 

Lors de dispositions de couplages II est d veiller d ce que la douille de socle dispose 
d*un potentiel de cathode. 



El valor de tensidn de caldeo indicado tiene que mantenerse constante en un x 3%. 
Un sobrecaldeo tiene por consecuencia una destruccidn rdpida del filamento. Con 
un subcoldeo se aumenta lo resistencia Interior y con ello tambidn la velocidad de 
los electronos. Al aumentarse lo potencia de pdrdida del dnodo se produce una 
sobrecorga del dnodo. Ademds aparece una irradiacidn de rayos X en el dnodo de 
Hove que puede alcanzar facilmente un multiple de lo dosis de toleranclas sobretodo 
con una toma grande de corriente. 

Seholes tipicos de un subcoldeo son: 

1 . Colda gronde y repentina de la tensidn en el circuito de lo vdivula. 

2, Incondescenciq y emisidn de rayos X del dnodo y fluorescencla even- 
tual del vidrio en la ompolla de I 9 . vdivula. 

Al disponer las conexidnes hoy que prestar afencidn o que el casquillo del zdcolo 
ten go potenciol cotddico. > 



I 
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Ubersichtstabelle 
Tabular Summary 
Tableau d*ensemble 
Sumario 


Senderohren nach Ausgangsleistung und Verwendungszweck geordnet 
Transmitting Valves 

Adapted occording to the Output Power as also to the Purpose of Application 
Lampes d’6metteur ciass^es suivant la puissance de sortie et le but d’emploi 
Vdivulas emisoras ordenadas segun potencias de salida y objetos de empleo 


Lelstungtkiasse 


Power 


Pulijonce 


Potencto 


bit 100 w 

up to 
iutqu' 6 
ha ft to 


bit 300 W 

up to 
iutqu* 6 
hOftlQ 

bit 1 icW 

up to 
iutqu’ 6 
hoftta 



Verwendungszweck 


Lang-. Mittel-. 

UKW- und 

Elektromediziniftche 

Industrle- 

Kurzwellensender 

Fernsehtender 

Cerate 

gcneratoren 


Purpose of Application 


Long,. Mediu m. 
Short wave 

tranftmitterft 

VHF and TV 

transmitters 

Electro-Medical 

Instruments 

Industrial 

Generators 


But d’emploi 


Emetteurt 6 ondei 
longuet moyennes 

Emetteuri d ondes 

ultra-courtes 

Apparetlt 
pour I'ilcclro. 

G6n6ratrices 

Industrlellet 

courtes 

et de tdidvislon 

medicine 


Fin de empleo 


Emisora de ondot 
(argot medianat 

cortas 

Emisoras de onda 

ultrocorto 

y de television 

Aparatos 

de electro-medicina 

Generodores 

Industrlales 

SRS 552 

SRS 552 

SRS 552 


(PSO) 

(P 50) 

(P50) 



SRS 4451 

SRS 358 K 



fdhnIichQQE 06 40» 

(TS41 DK) 


-- 

SRS 451 

(HF 2815) 

— 

— 


— 

SRL 351 

— 

SRL 351 


IMF 2730) 


IMF 2730) 
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Letttungtblosie 


Long-. MOtel-, 
Kuri^ellensender 


Long,- Medium, 
Short «aye 
trontmltlers 


Verwendungsiweck 

UKW- und Elektromediiinliche 

Fernsehsender Gerdte 

Purpose of Application 

VHF ond TV Electro-Medical 

tronimltters Instruments 


Industrle- 

gencrotoren 


Industrial 

Generators 


Pulssonce 

Emetteurs d ondes 
longues moyennes 

Emetteurs d ondes Apparells 

ultra-courtes pour I’dlectro- 

G^ndratrlcei 


courlei 

et de tdlivision medicine 

Fin de empleo 

indusirlelles 

Potencla 

Emisoro de ondas 
lorgas medlonas 

Emisoros de onda 

. Aparatos 

ultracorta 

^ de electro-medicina 

Generadores 

industr lales 


cortas 

y de television 


bi. 3 kW 



SRL 452 — 

SRL 452 

up to 
jusqu’ d 


(HF 2825) 

(HF 2825) 

hoita 


Sai 352 

(HF 2958) 

SRL 352 

(HF 2958) 

bi. 10 kW 



Sai 353 ~ 

SRL 353 

up to 
jusqu’ d 


(HF 2780 L) 

(HF 2780 L) 

haita 


saw 353 

(HF 2780 W) 

SRW 353 

(HF 2780 W) 


— 

SaL 354 — 

(HF 2826) 

SRL 354 

(HF 2826) 

bis 50 kW 

saw 356 

_ 

SRW 356 

up to 
juiqu* d 

(RS SSS) 


(RS 558) 

hatta und mchr 

saw 357 

— 

SRW 357 

ond more 
et plus 

(RS S66) 


(RS 566) 

y piu* 


• 

• 
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SK 761 
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Technische Doten 

Frequenzbereidi : 


Kompensierbarer Anpassungsfehler: 


Koaxialietfung: 
Innenleiter: 
AuCenleiter: 
Wellenwiderstand : 
Anschluf3: 


Abstimmung: 

Langsverschiebung : 
Abstandsdnderung der Troiitut- 
scheiben durch Drehen der Hulse: 

Skalen: 

Langsverschiebung : 
Absfandsanderung der Trolitul- 
scheiben: 

Abmessung: 

Gewicht: 


1000... 3000 MHz 
( /. 10 ... 30 cm) 

max. 20",. bei 1000 MHz 
max. 30",. bei 1500 MHz 
max. 50".. bei 3000 MHz 


5 mm 0 
16 mm 0 
70 Ohm 

ein BuchsenanschluO ahnlich Gerate* 
buchse GB 029 

ein SteckeranschluO dhniich Kabel- 
stecker KST 081 


•mox :• >50 mm 

°max >20 mm 


Miliimetereichung 
’ p, -Miliimetereichung 
CO. 35,6 mm 0 x 463 mm 
CO. 1150 g 


V«rw»ndungtzweck, Aufbou und Wirkungsweise 

Mit dem Scheiben* Kompensator SK 761 lessen sich Anpassungsfehler nach- 
geschalteter Zweipole (AbschluOviriderstande, Antennen, Kabel usw.) aus* 
kompensieren. 

Wie das Prinzipschema zeigt, besfeht das Gerat a us einer geschlifzten 
Kooxialleitung. Auf dieser leitung isf eine Metalihulse verschiebbar und 
drehbar angebracht. Sie trogt im Inneren, von der Mitte beginnend, zwei 


I 
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^ gegenlaufige Gewinde. Durch diese Gewinde werden zwei Fiihrungsringe 
^ mtt entsprechenden Gewinden gegenlaufig bewegt, wenn die Hulse ge- 

dreht wird. Jeder Fuhrongsring isi durch die Schlitze der Koaxialleitung 
hindufch mit einer rtngformigen Trolitulscheibe verbunden. Diese Scheiben 
stellen eine zusotzliche Kopazitdr innerhalb der Koaxialleitung dar, Der ; 

Anpassungsfehler des nachgeschalteten Zweipols laOt sich durch geeignete 
Stellung der Scheiben kompensieren. (Mefimethode mittels verlustlosem Vier- | 

pol) Durch Langsverschiebung und Drehung der Hiilse lassen sich sowohl i 

die Lage der Scheiben in der Leitung als auch ihr gegenseitiger Abstand | 

bequem einstellen. Fur jede Einstellung ist eine Skala vorhanden, so da6 i 

die einmal festgestellte Lage der Scheiben leicht reproduziert werden kann. ' 

Die Einstellung in Langsrichtung lafit sich durch eine Randelmutter fixieren. 

Als Indikator wird vor den Scheiben-Kompensator mit angeschlossenem | 

Zweipol eine MeCleitung (z. B. Dezimeter-MeBleitung DML 112) geschaltet. 

Der Kompensotor wird so eingestellr, daft die durch die Mefileitung an- 
gezeigte Welligkeit verschwindet. 

Als Verbindungsstucke konnen gegebenenfalls die Teile VST 061 (Stedter- 
Stecker) oder VB 071 (Buchse-Buchse) verwendet werden. Fur Meflauf- 
bauten kann das Stativ ST 091 benutzt werden. Das Gerdt wird in einem 
Etui geliefert. 





Prinzipschema 

Anderungen, insbesondere so'che, die durch den technischen Fortsdinti be* 
dingt sind, vorbehalten. 


VEB SACHSENWERK RADEBERG 

ItuI: Ofvid«n 5 I® 17. S IS 5 1*44 - Rodeberg 5 75 - FefnsdueJb^r : Orevien 019 256 


111.9.187 Ag 30 491 50 6. 2000 



Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 




Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 




Sanitized Copy Approved for Release 2010/02/17 : CIA-RDP80T00246A034100330001-6 



TechnUcho Ooten 

Dor Fcrnschprufgeneralor ha. (olgende Ausgange 

1 . Zusommengesefi.es Video Gemisch 

negaliv 1,0 Volt 

2. Zusammenqesetztes Vidoo-Gem.sr.h 

ncgativ 2,6 Volt ^ . u 

3. ZuJammengesetitcs Vidco-Geiiisch 

positiv 1,0 Volt 

' liitTriisriM OK-. 

6. Bildsynchronisationsinnpuls 

1.5 Volt on 150 Ohm 

7 Zeilensynchronisotionsimpuls 

1.5 Volt on 500 Ohm 

8 . Eingang lur fremdes Bildsignal. 

Net! versorgung 
Netisponnung: 

Leistungsaufnohme : 


110 127 220 240 V. 50 Hi 
CO. 220 VA 
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Abmessungen und Gewic 

Breite: 

Ticfc: 

Gewicht : 

R O h r c n b c t u cl: " n g 

5 Stuck 6 AC 7 
20 Stuck 6 H 8 M 
5 Stuck 6 H 6 
5 Stuck ECH U 


ht 


CO. 550 mm 
ca. 420 mm 
ca. 320 mm 
38 kg + 5".. 

3 Stuck 6 SA 7 
1 Stuck EYY 13 
3 Stuck STV 150 40 z 
3 Stuck STV 150 20 


Verwendun9»xwe.lc, Aufbou und WIrkungsweise 

Das Gerat dicnt zum Prufen und ,iefe"rcln"''"volM6n" 

d"'‘e ‘It OIR/bz?cS-Srrsp^ Inspulsgemlsch. Der oin- 

diges, der OIK bzw c.hachbreftmuster mit eingescizlen 

rrivSTw mh” :;o, 

ihrt werden. 


Blldmustererxeogung 

1 Von dcm Treppengenerolor gelangt der Grodationske.l .n d.e V.deo- 

so H. lSd..o...«.^ SP~"9l. Pi. J"- 

Sehirmbildllache ist zusonumenhongend woagerec 

3, 250 H. ....po: 

woagerechte (horizon.ole) Bolken. tnsgesomt 4 we.Oe. 

3 DO. o*p«...-;..e, ..... 

..d OP. 2» ... 

t,onenschalter so gelenkt » Abwechselnd mit vollkommen weiflen 

r"..:: ...... ob..p.o.»o o., 


Andcrungen. insbesonderc solche. die 
dingt sind. worbehalten. 


durch den technischen FortschriM be' 
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VEB SACHSENWERK RADEBERG 

Rul; Drantan 5WI7. SU». »*»«« - l«o<l«b«ig 5» - Orasdwi HM 
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Technische Doten 

Frequenzbereich ; 
Eingangswiderstand ; 

Fehlanpassung: 
MeOberelch : 
Meftgenauigkeit: 


Abmcssungen: 

Gewicht: 


1200* M60 MHz (20,5- -25 cm) 

Z 70 Ohm (Koaxiolleitung 5 16 mml 

m u:: Q.80 

1-15 w 

: 20".. bei Aufientemperatur von 

•:* 20 " C 

30" ,. bei AuOentemperatur von 

• 10" bis 'i- 30" C 
CO. 320 X 125 X 60 mm 
r.a. 1 kg 


Verwendungsiwoek, Aufboo ond WIrkongsweise 

l":;att"ang:;op°pe;. deren^R-chtstrom .i, de. eingebouten In.ru.en. J 
gemessen wird. 
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Abb. 1 : Prinzipschema 


C 1 

c ? 

VV 1 
V7 2 


'^0 pM L . 

r ) konsi 

100 pF • 

1 kOhm 0,05 

100 Ohm 0,05 


Al$ Abschluf^widerstand dient ein Siiifstab (1), wetcher in einen dafiir bc< 
rechneten Exponential-Konus (2) eingesetzt ist. DIeser ist zur Kuhlung an 
der Auflenseite mit Rippen versehen. Der Gleichstrom-Widersfand dieses 
Silitstabes betragt 30 Ohm. Infolge des Skineffekts erhoht er sich im Fre- 
quenzbereich 1200 bis 1460 MHz auf 70 Ohm und enispricht damit dem 
Wellenwiderstand der Koaxialleitung. Die konischen Obergangsstiicke (3) 
bilden einen reflexionsfreien Ubergang von der Koaxialleitung (4) zum 
Abschlufiv^iderstond. Dos entgegengesetzte Ende der Koaxialleitung trogt 
die AnschluObuchse (5) zum Anschlufl von HF-Kabeln. 

In den Auflenielter der Koaxialleitung ist der Detektor-Einsotz (6) einge- 
schroubt. Er trogt die Platte (7). v^elche mit dem Innenleiter einen kleinen 
Kondensator C bildet. Dieser Kondensator C stellt mit dem konstruktiv 
bedingten Kondensator C 1 einen Sponnungsteiler dor. Der Widerstond 
W 1 schlieftt den Gleichstromv^eg: sein Widerstond ist groft gegeniiber 
demjenigen von C 1 bei hohen Frequenzen. Ober den Ddmpfungswider* 
stand W 2 wird die geteilte Sponnung dem Detektor (Det) zugefiihrt. Der 
konstruktiv hedingte Kondensator C 2 schlieflt den HF Stromkreis am De- 
tektor-Einsotz und dient als Ladekondensator. Der Richtstrom v«rird mit dem 
Instrument J gemessen. 

Detektor-Einsatz und MeOinstrument sind zum Schutze vor mechanischen 
Beschodigungen und zur elektrischen Abschirmung in ein Gehduse einge- 
bout, welches mit der Koaxiolleitung verschroubt ist. 
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W1 7 V ? 



Abb. 2: Mech. Aufbau des Kabelmefidetekfors KMD 615 

U«f«ruinfpng 

Das Geraf wird in einem Futteral mit einer Beschreibung und Bedienungs* 
anweisung gelieferf. 

Andcrungcn, insbesondere solche, die durch den technischen Fortschritt be- 
dingt sind, vorbehaltcn. 


VEB SACHSENWERK RADEBERG 

Rut: Hl> »7. H8 H. J J* «« - Rodeb*.9 in - Fernichreibe.: 0.«den 22 « 
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KabelmeBdetektor 


KMD 616 



I 


! AnneK 'V^ 
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Technische Oaten 

Frequenzbcreich: 

Eingangswiderstand: 

Anpassung: 

Mcfibereich: 

MeOgenauigkelt: 


Abmessungen: 

GewlcKt: 


1000... 1765 MHz (17... 30 cm) 

Z 70 Ohm (Koaxialleitung 5M6 mm)* 

U . 

mm „ 

m . ■ 0.80 

U 

max 

8 NM 

-f 20’* .. bei AuOentemperatur 
von r 20 " C 

± 30".. bei AuBentemperotur 
von r 10" bis “ 30 " C 
cc. 255 X 150x70 mm 

:c. 1 
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Verw^ndungszweck, Aufbou und Wirkungtw^if* 

Der KobelmeOdetektor KMD 616 dient 

1. ols Indikator zum optimalen Auskoppein von Dezimeter Sendern, 

2. zur Messung dcr Ausgangsleitung von oberwellenfreien Dezimeter- 
Sendern. 

Der KcbeimeOdetekfor besteht ous einer KooxioMeitung, wetche mit elnem 
Widerstond weitgehend reflexionsfrei obgeschlossen ist. An den Innen- 
leiter der Kooxiolleitung ist eine Gleichrichter-Anordnung lose kopozitiv 
ongekoppelt, deren Richtstrom mit dem eingebouten Instrument gemessen 
wird. 

Als AbschluCwiderstond dient ein Kohleschichtwiderstand von 70 Ohm ent> 
sprechend dem Wellenwiderstond der Kooxiolleitung. Die konischen Ober< 
gongsstucke bilden einen reflexionsfreien Obergong von der Kooxiolleitung 
zum AbschluOwiderstond. Dos entgegengesetzte Ende der Kooxiolleitung 
trogt die AnschluObuchse zum AnschluO von HF’Kobbeln. 

In den AuOenleiter der Kooxiolleitung ist der Detektoreinsotz mit zwei 
Detektorpotroncn eingeschroubt, welche eine Sponnungsverdoppler-Anord- 
nung bilden. Er trogt die Brucke, die mit dem Innenleiter den Koppel> 
kondensotor bildet. Durch die getroffene Anordnung hongt der Richtstrom 
lineor von der HF-Leistung ob, so doO die Skolo des Richtstrommessers 
lineor in Wott geeichf werden konnte. 

Detektor-Einsotz und MeOinstrument sind zum Schutze vor mechonischen 
Beschodigungen und zur elekfrischen Abschirmung in ein Gehouse ein- 
gebout, welches mit der Kooxiolleitung verschroubt ist. 


U^f^rumfong 

Dos Gerot wird in einem Futterol mit einer Beschreibung und Bedienungs- 
onweisung geliefcrt. 
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VEB SACHSENWERK RADEBERG 

5 b Jl *4 — Rsdebs'r) 5 75 — FefnicTtreibif ; Oretden 3192M 


in MS? la 441 5^ 5 23>X) 
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Leistungs-meoseiider 

IMS 551 
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Technische Oaten 

Wellenbereich: /. - 30 bis 100 cm 

Ausgangsicistung: P„,o, ' 5 Watt, > 1 Wart 

(bei max. Auskopplung unci 70 Ohm 
Belastung) 

Wellenwidorstand am Ausgang: Z 70 Ohm 

Modulation: Fremdmodulation 

Modulationsart: Frequenzmodulation (von auben 

anschaltbar) 

NetzanschluO: 110/127/220/240 V, 50 Hz 

Loistungsaufnahme: co. 95 VA 

Rohrenbestuckung: 1 x LD 12 (OSW 2004) 

2 X AZ 11 " 

Abmessungen: 870 x 425 x 295 mm 

Gev/icht: ca. 42 kg 

Verwendungszweck, Wirkungsweise und Aufbau 

Mit dem Leistungs-MeOsender LMS 551 konnen Messungen an Empfdngern, 
AbschluOwiderstdnden, Antennen, Resonanzkreisen usw. im Wellenbereich 
von 30—100 cm vorgenommen werden. 

Die grobe leistungsabgabe des Senders in diesem Wellenbereich gestattet 
ferner das Oberprufen und Eichen von Leistungsmessern. 

Der LeistungS'Mebsender besteht aus 
dem HF*Teil 
dem Netzteil und 
dem Anzeige- und Bedienungsteil, 
die in einem Gerdt vereinigt sind. 

Der nach dem Topfkreisprinzip aufgebaute Sender (HF-Teil) mit der Metall* 
keramikrdhre LD 12 (OSW 2004) arbeitet in Gitterbasisschaltunq. Die beiden 
ineinander '^JSSChalteten Schwingkreise, die miteinander im Gleichlauf or- 
beiten, bilden ein System, virelches guten Wirkungsgrad und gunstigste Ruck- 
kopplungsbedingungen fur den gesamten Frequenzbereich gewohrleistet. 
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Auf der cinen Seite der Rohre sind die Schwingkreise, auf der anderen 
Seite ist ein Kuhlluftgeblose lur AbfOhrung der VerlusHeistungswarme an- 
gebrocHt. Topfkreis mit Rohre und Motor mil Geblose bilden zusommen ein 
Aggregate das auf Rollen gelagert in einer Schienenfiihrung lauft. Die Ab- 
stimmung erfoigt durch Verschiebung dieses Aggregates longs der Schiene, 
wahrend die innerholb der Schwingkreise befindlichen Kurzschluflschieber 
feststehen. Das MaO der Langsverschiebung wird an einer Linearskala ab- 
gelesen, die zusommen mit der zugehorigen Eic’nkurve die Frequenzein- 
stellung ergibt. Die jeweillge Frequenz des Senders wird durch die Abstim- 
mung des Gitter-Anodenkreises bestimmt. Da der Gleichlauf der beiden 
Kurzschluflschieber im gesamten Frequenzbereich mit ausreichender Ge- 
nauigkeit gewahrleistet ist, kann auf eine besondere Einrichtung zum Nach- 
stimmen des Gitter-Kotodenkreises verzichtet werden. 

Die Hochfrequenzspannung wird dem Gitter-Anodenkreis uber eine ver* 
dnderliche induktive Kopplung entnommen, die fur jede Frequenz optimal 
eingestellt werden kann und deren MaO ebenfalls an einer Skala abgeloscn 
wird. Die HF-Amplitude wird durch einen Mefidetektor, der kapazitiv an 
den Scnderausgang angekoppelt ist, gleichgerichtet und von einem MeO- 
instrument angezeigt. Sie IdOt sich aufierdem noch durch Anderung des 
Anodenstromes mit einem Stufenschalter grob und mit einem Potentiometer 
fein regeln. Mittels einer Druckknopftaste ist eine Unterbrechung der Ano- 
denleitung und domit der HF-Spannung moglich. Ober zwei Anschlufibuchsen 
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Icann in die Anodenleitung ein Moduintionsgerdt zur Fremdmodulotion des | 

Senders eingeschaltet werden. Zur Abfiihrung der durch die Verlustleistung ! 

der Senderdhre enfstehenden V/drme dient ein durch einen Wechselstrom- 
rnotor angetriebenes Gebldse. 

Das Netzteil, das an V^echselspannungsnetze von 110 127 220 240 V, 50 Hz 
angeschlossen werden kann und mittels Spannungswahlschalter fur diese 
Spannungen umschaltbar eingerichtet isb liefert die notwendigen Betriebs- 
spannungen. Es ist mit zwei in Doppelweg geschalteten Gleichrichferrohren 
(AZ 11) ausgerustet. 

Alle AnschluO- und Bedienungsorgane sowie die MeO* und Kontrollinstru- 
mente sind auf der Frontplatte so ubersichtlich angeordnet, daO eine ver- 
hdItnisnridOig einfache Bedienung ermoglicht wird. 

Der MeOsender bestehf aus Frontplatfe und Chassis, die miteinander ver- 
schraubt in ein Blechgehouse eingeschoben sind. HF- und Netzfeil, die 
unfereinander und mit dem Anzeige-Bedienungsteil durch Messer- bzw. 

Federleisten in Verbindung stehen, sind gesondert montiert. Auf diese Weise 
konnen HF- und Netzteil nach Losen der mechanischen Verbindung am 
Chassis leicht ausgebaut oder ausgewechselt werden. Das mit Entluftungs- 
schlitzen versehene Gehause ist zur bequemeren Beforderung mit zwei 
Traggriffen versehen. 

Lleforumfong 

Dos Gerdt wird komplett einschlieOlich Betriebsrohren, Richtdetektor, Klein- 
glimmlampe, Sicherungen sowie einer Beschreibung mit Bedienungsanwei- 
sung und folgendem Zubehor geliefert: 

1 Gerdteschnur 1,5 m long und 
1 konzentrisches Kabel HFK 085 1,0 m long. 

Die mitgclieferten Ersatztcile werden gesondert bcrechnet und bestehen je 
Salz ous: 

1 Rdhro LD 12 (OSW 2004) 

2 Rdhren AZ 11 
1 Richtdetektor ED 704 
1 Kleinglimmlampe MR 220 V o. V/. 

5 Giasrohrfeinsicherungen 1 A 250 V 
5 Giasrohrfeinsicherungen 2 A 250 V 

ZutafigeHitg 

Fur den Leistungs-MeOsender konnen noch tolgende Zusatzgerdte bestellt 
werden: 

1. Kalorimetrischer Leistungsmesser KIM 602 

2. Ver bind ungsstedeer mit Buchsen VB 071. 

Anderungen, tnsbesondere solche, die durch den technischen Fortschritt be- 
ding! sind, vorbehalten. 

VEB SACHSENWERK RADEBERG 

Rwl: Dr«td«n S 18 W. S 18 S3. S S4 44 - Rodeber9 5 75 - F*fn»ehreibcr: Dresden 22 82 
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Leistungs-MeBsender 

LMS 523 A 



/ 
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Technische Doten 

1. Deiinfietef'Sender, I 

WcllenbereicH: 

Ausgangsleistung: 

Wellenwiderstand : 
Modulation: 


NetzonschluO: 

Leistungsoulnohme: 
Rohrenbestiickung: 

2. In dos Gerdt eingeba 

o) Deiimeter Feinwel 
Wellenbersich; 

Eichung: 

Fehler der Wellenldngen- 
eichung: 

Ablcsegenouigkeit : 

Abstimmung: 

Einkopplung der HF: 
Auskopplung dei MeOkreises: 

b) Koonioler Umschalter 

Scholtstellungen: 

ScholHponnung: 


pulsteil und Netzteil 

; 8,75. . 16,00 cm 

f^max *. 5 W, ^min 1 W 
bel maximaler Auskopplung und 70 
Ohm Belostung 
Z 70 Ohm 

o) Eigcnmodulal ion durch Rechtedc* 
impulse mit dem Verhaltnis Impuls- 
dauer : Pause 1 : 1 und einer 
Folgetrequenz von 1000 Hz 

b) Fremdmodulation mit kurzen Recht- 
eckimpulsen von 0,5...2,5//s Dauer 
bei Folgefrequenzen von 150 .. . 
250 kHz, einem Eingangswiderstand 
von Ra 1000 Ohm und einer 
Eingangssponnung von 5 ... 50 V 

c) Frequenzmodutotion 

no 127 220 240 V. 50 Hr 
CO. 315 VA 

1 * ID 12, 2 X AG 1006, 3 x 6 AC 7, 

1 xlV3 

e Zusatreinrichtungen 

1 m e s s e r 

A 8,75 . . . 16,00 cm 
in cm und MHz noch Eichkurve 

^ ± OX'u in cm und MHz 

8 . 10 5 

Innenleiter eines Topfkreisresonators 
wird minels Mikrometertrieb bewegt 

kopazitiv 

induktiv 

2 

max. 250 V (Impulse) 
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Scholtleistung: 
Frequenzbereich: 
Wellenwiderstand : 
Fehlonpassung: 

Spannungssicherheit: 

Verlusrfakfor: 

Mindestdampfung zwischen 
beiden Leitungen: 


max. 10 W 

bis 3500 MHz (bis 8,5 cm) 

Z 70 Ohm 

bei 2000 MHz ^ 10 “/o {I ^ 15 cm) 
bei 3000 MHz ■ 18“,. (I - ^0 cm) 
CG. 3000 V 
\g d 2- 10-* 
wie Polystyrol 

^min 70db bei f 1500 Mriz 


c) Dezimeter-Leistungsmesser 


Wellenbereich: 

MeObereich: 

AbschluOwidersfand: 

Wellenwiderstand: 

Fehlonpasstjng: 


A 8,75... 16,00 cm 
max 8 Watt 
R 70 Ohm 

Z 70 Ohm 

' 18“., 


3. Abmessungen und Gewicht des gesamten Cerates 

Abmessungen: Hohe: ca. 640 mm 

Breite: ca. 550 mm 

Tiefe: ca. 630 mm 

Gewicht; ca. 99 kg 


Verwendungsiweck, iUifbau und Wirkungtweise 

Mit dem leistungf^^eOsender konnen Messungen an Empfangern, AbschluO- 
widerstandsn, Antennen, Resonanzkreisen usw, im Wellenbereich von 8,75 
bis 16,00 cm vorgenommen worden. 

Die groOe Lcistungsobgabe des Senders ermoglicht ferner die Uberprufung 
und Eichung von Leistungsmessern in diesem Wellenbereich. Der in das Ge- 
rot eingeboute Wellenmesser gestattet in einfacher Weise ohne besondere 
Umschottung die Messung der jeweils am leistungs-MeOsender eingesteltfen 
Wellenlange. 

Weiterhin erlaubt ein in das Gerat eingebauter Leistungsmesser die Durch- 
fuhrung von Leistungsmessungen. 
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Der Leistungs-MeOsender bestehf aus 2 Schubkosten, die in einem Gestell 
untergebracht sind. 

Der eine Schubkasten (oben) enthalt: 

1. das Netzteil fiir das HF-Teil und das Impulsteil 

2. das Impulsteil, bestehend aus Multivibrator, Trennstufe mit Begrenzer- 
wirkung und Modulator 

3. ein Anzeige* und Bedienungsteil 

Der zweite Schubkasten enthalt dos HF-Teil, bestehend aus dem eigentlichen 
Dezimetersender mit eingebautem Wellenmesser, Dezimeter-Umschalter, ein- 
gebautem Leistungsmesser und einem Anzeige- und Bedienungsteil. 

Der Sender ist als Topfkreis aufgebaut, wobei der Gleichlauf des Gitter- 
Kathoden- und des Gitter-Anoden-Kreises durch eine Kurvenscheibe ge- 
wdhrleistet ist. 

Die Abstimmung bzw. Frequenzeinstellung wird mit Hilfe einer Eichkurve 
und einer auf der Frontplatte angebrachten Linearskala vorqenommen. 

Ober 2 AnschluBbuchsen kann in die Anodenleitung ein Modulationstrans- 
formator zur Frequenz-Frerndmodulation des Senders eingescholtet werden. 
Der an der Frontplatte des oberen Schubkastens angeordnete Stufenschal- 
ter gestattet die Einstellung folgender Betricbsarten: 

1. Unmodulierte Dezifrequenz 

2. Impuls-Eigenmodulation 

3. Impuls-Fremdmodulation 

4. Frequenz-Fremdmodulation 

In der Stellung „lmpuls-Elgenmodulation" des Stufenschalters erzeugt ein 
in den oberen Schubkasten eingebautes Impulsteil in einem Multivibrator 
(2x6 AC 7) Rechteckimpulse mit dem Verhaltnis Impulsdauer : Pause 1:1 
und einer Folgefrequenz von 1000 Hz, die uber eine Trennstufe (6 AC 7) 
mit Begrenzerv^irkung einer Modulationsrohre (LV 3) zugefuhrt werden, 
die in entsprechender Weise die Oszillatorrohre ID 12 steue't. 

In der Stellung „lmpuls Fremdmodulation" des Stufenschalters kann dem 
Impulstransformotor im Impulsteil uber 2 Buchsen von auCen Fremdmodu- 
lotion mit kurzen Rechteckimpulsen von 0,5... 2,5 «$ Dauer bei einer Folge- 
frequenz von 150... 250 kHz, einem Eingongswiderstond von 1000 Ohm 
und einer Eingongssponnung von 5... 50 V zugefuhrt werden. (Der Multi- 
vibrator trin in dieser Stellung nicht in Wirksomkeit.) 
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In der Schalterstellung „Frequenz-Fremdmodularion'* kann in die Anoden- 
leitung ein Modulationstransformator zur Frequenz-Fremdmodulation des 
Senders eingeschaltet werden. 

Dber einen mit Kurbeldrehknopf und Getriebe versehenen Antrieb wird die 
jeweilige Stellung des Innenleifers mittels Zeiger auf einen inneren kreis- 
runden und einen ouOeren ringformigen Skalenring ubertragen. Dabei dient 
die auf der inneren runden Scheibe angebrachte Skata zur Grob- und die 
duBere auf dem Ring angeordnete Skata zur Feinabtesung. 

Ein in einem Fenster vor den Skalen angebrachter Fadenzeiger erindglicht 
eine einwondfrei Ablesung der Skalenwerte. 

Die tatsdcHiich gemessene Wellenlange ist aus der mitgelieferten Eichkurve 
ersichtiich. 

Vor den^ HF-Ausgang ist in die konzentrische Rohrleitung ein Dezimefer> 
Umschalter cingebaut, der iiber eine mif Drehknopf ausgestattete Welle von 
der Frontplatte aus betatigt wird. 

Der Dezimeter-Umschalter gestattet einerseits die Herstellung einer Verbin- 
dung zwischen der konzentrischen Rohrleitung und dem HF'Ausgang und 
andererseits zwischen der Rohrleitung und dem zur Leistungsmessung die* 
nenden mit eingebauten Thermoelement ausgestattetem AbschluOwiderstand. 

Auf der Frontplatte befindet sich das Drehspulinstrument „HF-Leistung“, on 
dem mit Hilfe einer Eichkurve die Leistung am AbschluCwiderstand abge* 
lesen werden kann. 

Das Netzteil, das an Wechselspannungsnetze von 110' 127/ 220/240 V, 50 Hz 
angeschlossen werden kann und mittels Spannungswahlschalter fur die 
Spannungen umscholtbar eingerichtet ist, liefert samtiiche Betriebsspannun* 
gen. Es ist mit zwei Gleichrichterrdhren AG 1006 und 2 Trodcengleichrich* 
tern ausgerustet. 

Alle AnschluB* und Bedienungsorgane sowie die MeB* und Kontrollinstru* 
mente sind auf der Frontplatte so ubersichtlich angeordnet, doB eine ver- 
holtnismoBig einfache Bedienung ermoglicht wird. 
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Lieferumfong 

Gerat wird kompleft^ einschlieOlich Rohren, Sicherungen, Gerateschnur, 
HF-Kobel und einer Besdireibung mit Bedienungsanweisung geliefert. 
Gegen gesonderte Berechnung konnen Ersatzfeile mitgeliefert werden. 

Der vollstandige Lieferungumfang mit Ersatzteilen ist au$ dem Angebot der 
AbsatZ'Abteilung zu ersehen. 


7; 



Prinzipscholtbild 

1| Senderohre 

2) Gitter-Anodfnkreis 

3) Gitfer-Kathodenkreis 

4) HF-Auskopp!ung (veranderlich) 

5) MeOkreis fur HF-Spannungsanzeige 

6) Weilenmesser 

7) HF'Spannungsanzeige fur HF-Ausgang 

und Resononzonzeige fur Feinwellenmesser 

8) Abschlufiwiderstond mit Thermoelement 
und Anzpige-lnstrument 

9) Kooxialer Umschalter 
10} HF-Ai*saong 

Anderungen, insbesondere solche, die durch den technisdien Fortschritt be- 
ding! sind, vorbeholten. 
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VEB SACHSENWERK RADEBERG 

ftui: Oretden 5 18.7. 5 18 W. 5WM - Rodebecg 5 75 - refn**fc,t>er: Dresden 019 


III 9 187 Ag JO W1 55 5 ?000 
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Deziineier-Feifliuelleiiniesser 

DFW 304, 314, 324, 334, 344, 354 
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Technltche Doiren 

Type 


Wellenbereich 


Frequenzbereich 


DF>A^ 304 
DFW 314 
DFW 324 
DFV/ 334 
DFW 344 
DFW 354 


too. 

85. 

70. 

55. 

40. 

25. 


. 85 cm 
.70 cm 
.55 cm 
.40 cm 
.25 cm 
. 10 cm 


300.. . 353MHz 

353.. . 429MHz 

429.. . 546MHz 

546.. . 750MHz 

750.. . 1200 MHz 

1200.. . 3000 MHz 


GenauigkeU: 

Halbwertsbreile: 
Ableiegenauigkeil: 
Abstimmung: 


bei 18-20" C 


Bnkopptung der HF: 
Autkopplung des MefJkreises. 
BestOckung: 

MeOinsIrument (Galvanometer): 

Eichung: 

MaBc: 

Gevricht: 

Temperaturkoeff izient : 


Fehler max. 0,1 "/», bei DFW 354; 
max. 0,15"/» 
max. 0,2"/.. 
mm 

Langenanderung bei kopozitiver Be* 
schwerung mittels Mikrometertrieb 
-^iiber Dipol induktiv 
induktiv 

\ Germanium-Diode RG 302 
(Ersotzweise RG 301 bzv#. 303) 
too It A Vollousschlag 
in cm und MHz nach Eichkurve 
CO. 380 * 170 X 140 mm 
CO. 4,5 kg 
^ 0.07%. je 1"C 
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V«rw«ndungsxw0ck, Wirkungsweise und Aufbou 

Die Oezimeter-Feinwellenmesser dienen als kompletter Satz zur Frequenz- 
messung mir groOer Genauigkeit (0,1 «/„) Im Wellenbereich von 10 bis 
100 cm (3000... 300 MHz). Die Wellenmesser sind als Topfkreis ausge^ 
bildet. Der Innenleiter der Topfkreise wird durch Langendnderung mittels 
Mikrometertrieb auf /.!4 der zu messenden Dezimeterwelle abgesfimmt. 

Die von einer Stobontenne aufgenommene Hochfrequenz wird iiber eine 
kleine Koppeischleife Induktiv auf den innenleiter des Topfkreises uber- 
tragen. Dio Obertragung vom Innenleiter auf den MeOkreis bei Resonanz 
erfoigt ebenfalls induktiv mittels einer zweiten Koppeischleife. Durch eine 
Germanium-Diode wird die Hochfrequenz dann in einen Richtstrom ver- 
wandelt, der durch ein empfindliches Galvanometer angezeigt wird. Die 
Ablesung der Wellenlange bzw. Frequenz geschieht aus einer Eichkurve. 



(1) Dipo! 

(2) Abstimmung 

(3) Germanium- 
Diode 

(4) Galvanometer 


I 


Das Gerot besteht aus einem Abstimm- und MeOteil sowie einem Galvano* 
meter, die gemeinsam auf eine Frontplatte montiert sind. Zwlschen dem 
Abstimmkreis und dem Drehknopf befindet sich der Mikrometer-Antrieb, der 
die Aufgabe hat, die achsiale Verschiebung des in den Topfkreis hinein- 
ragcnden Abstimmstabes zu bewirken. Der Antrieb ubertragt gleichzeitig 
die jeweilige Stellung des Abstimmstabes mittels Zeiger auf eine feste 
Skala, die von 0 — 50 geteilt und bezeichnet ist. Eine iiber dem Antrieb 
angebrachte Skalentrommel mit 100 Teiistrichen am Umfang dient zur Fein- 
abstimmung des Cerates. Auf der Frontplatte sind MeBinstrument sowie die 
Skalen fur Millimeter und Hundertstelmillimeter Ablesung sichtbar. 

Die im Gehousededcel untergebracbte Stabantenne ist vor Inbetriebnahme 
in die hierfur an der Ruckseite des Metallgehauses vorgesehene Einfuhrung 
einzuschrauben. Durch Drehung des seiHich ongebrochten Knopfes wird 
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dos MeOinstrument auf Maximalausschlag einreguliert und der dabei an 
der Skala und der Skalentrommel eingestellte Wert abgelesen. Auf Grund 
der abgelesenen Skalenwerte laOt $ich dann mit der Eichkurve die ge* 
messene Wellenidnge bzw. Frequenz feststellen. 

Dos Gerdt i$t in ein mil Deckel versehenes Metallgehduse eingebaut. Es 
konn nach Losen der Befestigungsschrauben an der Frontplatte und na<3h 
Abschrauben des Drehknopfes aus dem Gehduse herausgenommen werden. 


Liof«rumfong 

Die Dezimeter-Feinwellenmesser 304—354 werden als kompletter Satz ein 
schlieOlich einer Beschreibung mit Bedienungsanweisung geliefert. 


Anderungen, insbesondere solche, die durch den te^hnischen Fortschritt be 
dingt sind, vorbehalten. 


I 


VEB SACHSENWERK RADEBERG 

Rul: Ofeiden S ta 17. S l« 52. 5 M 44 - Rod«ber9 5 73 - Fe.nschrelber: Dresden 22 §2 


I 

I 

i 


I 

I 


Ag XU2: 55 
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ueSSGERAU 



FREOUfNZViRGlEICHER TVP HI «03 


Elekfritche Werto 

Ablenkempfmdlichkeil be! mo*. Verstorkung 

MeBplolten — senkrecht (Eingong: Pruffreqoeni) 

£mpf>ndlicW.eii;cm Bildhohe: 100 Hi ... 300 kHi (I MHi) etwo 40 n,V 

ZBilplollen- woogerethi (Eingong: ..Ellipte Iretnd" und Bud<«oi ..Normol- 
frcqueni 100 Hi. I kHi. 10 kHl") Empfindlidikeil/cn. Bildbreile: eiwo SmV 
Eingongischeinwiderstond bn den Bucbsen 

^.PruHrcquoni'" bei 300 kH»: elwo 10 kOhm 
..NormoHrequeni" bei 10 kH*: etwo 10 kOhm 
..Ellipte fremd" bei 10 kH*: etwo 10 kOhm 
Siromversorgung: 220 V; H* 

Lcistungsoofnohme; etwo 90 VA 


VEB FERNMELDEWERR LEIPZIG 

Leipzig O 27. MeUdierstraBe 7 

Otahtansdtritr: Fernmeldewerk Leipzig - Fernruf: 64561 ♦ Fernschreiber: FMW,IZG 5402 


tv 10 IS Lp 14965 5X 2500 : 


TK 91040 1C 11 


DrudblaM Nr. Mg 66 
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Bestuckung 

Rohren: 


Stobilisator: 

Sidierung: 


3 X EF 14 
2 X EF 12 
I X ORP MOO 2 
I X AZ 11 
1 X S*V 280 40 
1 X T 1 500 DIN 41 571 



Abmessungen 

Stohlgehause 

Breite (Einbou* bzw. Kostengerat): 350 (380) mm 

Hohc (Einbou- bzw. Kostengerat): 236 (256) mm 

Ticre (Gfcliouse- bzw. Gr66tma6): 275 (325) mm 

G e w i c h t etwo: 18 kg 

Erganzungsgerat 

Normolfrequenzeinrichtung mit dekodisch gestoffelten Frequcnzen oder ein Generator 
(ur definterte stabile Frequenzen. 
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Zubehor 

NetzansdiluBscbnur 3050.205—00001. 

Koaxialei Verbindungskobel 3050.206-00001 zum Verbinden des Freqoenzvergleichers 
mit dor Normolfrequenzeinriditung bzw. mit dem Generotor. 

Dor Frequonzvorgleicher Typ Hf 603 dient zum Freqoenzvergleich zweier Wechsel- 
iponnungen mittels Kothodenstrohlrohre. 

Insbetondere i$l ei moglid), durdi Zofohrung einer bzw. mehrerer dekodisch ge* 
stoffelter Normolfreqoenzon den Frequenzvergleich in weiten Grenzen mit groOer 
Genovigkeit dordizofuhrcn. Infolge seiner einfochen Bedienbarkeit konn dos Gerdt 
vorteilhofl in Prulfeldero und Loborotorien dervNF- und TF Technik zur Oberwachung 
der MeBfrequenzen benutzt werden. ]§ 


ExporMnformotion durch ..OIA’ Oeutscher Innen* und Audenhandel — Elektrotedinik. 
Berlin C 2, LlebknechistroBe 14 — Tetegromme: Diaelektro — Rul; 5172 83. 5172 85.86 

Gonehmlgt durch das Mlnisterium fur AuBenhondel u^ Innerdeutsdien Hondel der 
Deutschen Dcmokrotischen Republik unter TRPT-Nr: II juXSZ 


i 

t 

I 
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Rohrenvoltmeter 

TypMVI 



1. Anwendungsgebiet 

Dm K«hrenvoltmeter Typ MV 1 Itt un1v«nell lur Meuung von Wechselspannun(en Im Ton- 
frequentberelch bestimmt. B«J seiner groBen MeBgenaulgkelt, dem hohen EIngangjwlder* 
sund und umfMienden MeBberekh von oncer 1 mV bis iiber 1 KV 1st e$ ebensogot fur dM 
Liboratorlum wie auch wegen seiner lelchten Bedlenbarkelt und hohen Konsunz fur alle 
betrlebllchen Messungen geeignet. 


I 


I 


I 


ii 


2. Wirkungsweise 

Die lu messende Wechselspannung wlrd In elnem iwelstuflgen Vcrst»rker vcrstirkt und uber 
Trockenglelchrlchter dem Drehspu I Instrument lugefiihrt. Elne Starke Gegenkopplung, In die 
auch dM Glelchrlchtersystem elnbeiogen 1st. bewirkt praktisch voltkommene Unabhinglgkelt 
derAnzelge von Neaspannungsschwankungen, normalem Rbhrenakern und Anderungen der 
Glelchrlchtep^harakierlstlk. Die Genaulgkelt und zeltliche Konstanz des Gerttes Itt Infolge* 
dessen so groQ, daB skh elne Vorrkhtung zur Nachelchung Uberhaupt erflbrlgt. Urn |edoch 
d'en Alterungszusund dor Verzilrkerrbhren jederzelt Qberprilfen zu kbnnen, wurde hlerfiir 
In der Schalterstellung ..Kontrolle** elne Elnrlchtung vorgosehen, bolder die Gegenkopplung 
ausgetchalcet und elne dem Nea entnommene stabllUlorte Elchspannung an den Eingang des 
VersOrkers gelegt wlrd. Der Instnimentonzelger muB dann bel noch brauchbaren Rdhren 
Innerhalb des durch klelne rote Marken gekennzelchneten Berelchs ttehen. 
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Zm E n l e N t Bngin|iv. u_. ■irWrBhrt ilt*eb- 

unmlM"" 

^ W,. du«t. JW*""! <•“ G.pnkoppl-nwr«l». -*>»«><' ^ 

!:;ri. 

(•rkhtMCfl propoftk»o»l, oi* !•« 

fOr ilmufiirmlfi Wtchithpwnuni f«rtcht. 

3.XuB«r«r Aufbau 

ludi Abiuhm* dw Wlck«i»i«l tujlnllld>- 


4.TMlinisdi* Datan 

....5,15/S0/1S0/«/15«»V 

-V ...W1W50./1500V 

b) M«Bf«fuujlfkWlt 

nsdil. Fr«qu«i«|inf, ElnfluB d*r Mum- 
t.mp«r«tur (+ 10, ..+ »•€) und von 

H*tnp«»nuniwi»winkunf«n±10% " * 20 H* . • • ^ 

c) Fr*quw»xb*f«*eh 

d) ElniMfwrtdtmind 
(ohiMdM Kompon*nM) 

-.lOMOhd, 

>10000 MOhd, 

•) ElnpnffkifaHlc ei.*5pF 

f) EF12— EF1 

aov 100mA 

110 V 100 mA 

^ 110/»V 45...«Hi. a.lSVA 

-.aOxITOxIISm-. 

h) **'* 


ClAMANNft ORAHHSRT- 
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Tonfrequenzgenerator 

Typ GF 2 



1. Anwendungsgebiet 


Der Generuor Isi »of Grund folgender besonderer Vonuge; 

a) h6ch$t« Frequenigenauigkelt in alien Bereichen ohne Nacheichung. 

b) I'nabhlngigkclt der Ausgang^pannung von Netisp.nnungslnderungen tind Rohren- 
^ wechsel. daher Entnahme venchledener festgeekhter Spannungen mbgllch, 

c) Weiner Oberwellen- und Fremd*pannung»gehak, 

d) groBer Frequenxumfang 

for amOkhe Mesaungen und Unterauch ungen im Tonfrequenxgebiet univeraell 

deren fiir Verxerrunga- und Filtermeaaungen beatena geeignci. Die Frequenx- und Spannunp 

genauigkeU erapartTn vielen Flllen e.nen Frequenxmeaaer bzw. e.n Robrenvoltmeter. Be. 

!,lnen kleinen Abmeaaungen und der robusten Bauart lat er auch fiir Montagexwecke gut 

gebrauchen. 


2. WIrkungsweiso 


Da. Gerit enthilt den eigentllchen Scbwingungagenerator. elnen einatufigen 
und den NetxanachluBtell. Der Generator erxeugt die Schwlngungen In elner au, ^ 
beatehenden Ruckkopplungsaehaltung nach dem RC-PrInxIp: ea werden aomlt g^^"****^ 
die Nachtelle dea blaher Qblkhen Schwebungaverfahrena, wie MItnahmeverxerrunge 
Weglaufen der tiefen Frequenxen. StbrelnflOaae durch reatllche Hochfrequenx «aw.. ^rmleden 
innerhalb de. geaamt.n Frequenzumf.nge, llBt akh |ede 

proxentualer Genaulgkelt und Konatanx elnatellen. und xwar grob durch elnen Berekh 
Walter mlt 6 akh uberlappenden Bereichen. feln Innerhalb dleaer Berekhe mittela Kurbel- 
trlebea durch Zelgerelnatellung auf elner zweltelllgen groBen. geraden Skala. 

Zur Entnahme der Auagangupannungen aind zwel Gruppen von AnachluBbuchaen vorhanden. 
deren Amplitude von elnem gemelnaamen Potentiometer geregelt wird. 

Die erne Uefert Welnere Spannungen. wle ale xur Spelaung 

bendtlgt werden, In dekadlacher Abatufung und feater Ekhung von 1 bla 1000 mV. Dleae Werte 
bexlehen alch auf die Endatellung dea Amplltudenreglera. wihrend 

Zuriickdrehen dea letxteren auf elner llnearcn Skala ebenfalla mlt guter Genaulgkelt bellebig 
eingeatellt werden kdnnen. Oa dleaer Buchaenreihe die Spannung unmlttelbar vom Schw^gtell 
xugefuhrt wIrd. werden hler hlnalchtlkh Frequenzgang und Klirrfaktor beaondera gute Werte 
errekht. 


o q u q ir a o d 


17435 Ml 111-9.5 t051 » 't 1455/53 
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Oto iuctiwofft.. wird yon dor Endiurf. o«d l« 

UHwm hmimmu Hiorw scohon iwrt ordfrol. Awilnf* von 1 Ohm «iid 
WoKo lid Won**) 99 trim Ota LCAiNpng nir V«rfQtun<. Dli tn dIown ***^" 

^ ^ Ampltaidwwtlort orrokhtafo NormilWttuni bt so 

f.ktor Frnqumiinn in Grmi»n Mnlbt. DarObw hJnw kwn JOr W 

4«mn .in .tw« hoherc. Kl.r-.u!,...* (..tcrh-JS 30 Hi |.doch tttricm- 

dMiCvni IK. dit mixlm»li AutiWflWftunf mimU elne* Umschal ..n an d«r Garltnr«eW«o 

Mif newt d«fl vl«fkh«n l«cra| artidht wmrdnn. . ^ 

Eln w«it«r«r UmadulMr ut dor GnrlurOckMlto Wout dio HagHdikolt, Hr 

dM lUlnMttor d« Sdiwlmtdli i^nObor dom an tWi ichon kl^non Normahoart noai oo- 

.... «*«. « 

b^khKhalwn in wwn auch kumaltlsat Elnptndaln dar Auann^nung 

man wardon, wihrand tia In dar Normalitallunf das KllirWctonehaltan Ihran Sollwart soiort 

und apariodlsdi arrakhc. 

3. Xuft^r^r Aufbau 

Das Garlc tat In Inam mit Tra|frtff«» varsahanan gafUHstn Slachgahlusa ontarfahradJt. 
Nadi Abnahma dar ROekwand sInd Rdhran, Slchaningan und dia Natzumschaltun|^11Q 
odar MOV zuglnglkh. Auf dar Vordartaita bafindat tJch links untan dar Fraquanibara «- 
achaltar, mIt dam atn abafadisaind In 2 Skalanfanstam anchinandar Schlabar tur Anialga das 
)awaib gOWfan Baraichs dar dakadtach abtulasandan Doppalskala gekoppalt tat- DIa gamaln- 
tama Amplltudanragalung arfoigt fQr simtllcha Ausglnga mit dam In dar MItta an^brj^tan 
Drahknopf; alna Tllung von 0 bta 1 arlaubt hlarbal dia Etnnallung ballabigar Bruditalla dar 
an dan Mllllvoltbudisao angagabanan gaalditan Fastspannungan. 


4.T«fhniMli* Damn 

a) Fraquanzbaraicha 


a) Fraquanzbaraicha 16... MHz 

50... 250 Hz 

160.. . 800 Hz 

500.. . 2500Hz 

1600.. . 8000Hz 

5000.. . 25 000Hz 

b) Skalanganaulgkalt Kr alia Barakha ± 1.5% 

Datan fflr Mlllhroltaiissangt 

c) Ausgangsspannungan (rcgalbar) 0 . . . 1 mV 

0... lOmV 


r, « 10 Q 
r, = 100 Q 
r, => 1000 Q 

r. = 10000 Q 


d) Ganaulgkalt dar Endwarta alnschlleBIIch 

NatzspannungMlnfluB ± 

a) Einstallganaulgkalt fOr Zwlidianwarte .... ±3% w*" Endwart 

f) Fraquanzgang Im gasamtan Baralch ± 2% 

g) Klirrbktor normal ca. 0,8% 

Stallung Kmln ca. 0,2% 

Datan fOr Llstungsausgangi 

h) Haximala Auigangslalstung 

normal / arhWit c** 0,25/1 W 

1) Hlarbal Klirrfaktor (MO Hz) 

Stallung ..normal" **• 1%/3.3% 

Stallung „KmIn" ^ 0,5%/2% 

Optiinalar AuBanwIdantand r,*= 2 Ohm/200 Ohm/10 kOhm (LQ 

I) Innanwidarstand •‘a 

4fr«,u.nx*«>,(b.lN«.nU») ± 5»/„ M ^ond 16krt 

_ ± 15% zwischan 16 Hz und 25 kHz 

.) EF1I-EFU-EFW-EZ11 

rtStT 45...«h,.o.»va 

q) Gahlusaabmassungan ohna Griffa ca, 2Mx ITOx 215 mm 

r) Gawkht ca.9kg 
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